— 


| 


"T LONDON: PUBLISHING OFFICE, 22, PATERNOSTER ROW, B.C. 


New Yoëx : D. Vaw Noerearn, 23, Hue do Ban Street, and 27, Warren Street,  Panrs: Madame Vauve J, Borvuav, Librairie 
Etrangère, 22, B Banque. BERLIN : A, Asus & Co., 5, Unter den: Linden. 


JOHNSON PHILLIPS, 
1 TELEGRAPH ENGINEERS, ELECTRICIANS, AND CONTRACTORS. 


OFFICE: 14, UNION. COURT, OLD BROAD STREET, LONDON, 5.0. 
“WORKS : VICTORIA ROAD, CHARLTON, LONDON, BE. 


Manufacturers of all Telegraph Appliances, Materials, and Machinery for ren and Laying Submarine 
tractors for Underground & Aerial Telegraphs. 


Fron and Steel Telegraph Buoys, Grapnels, both Patent and Ordinary ; reas Oy Oreopers, Mushrooms, Sinkers, Cable 
: Lanka; Picking-up and P out Machinery, Dinamometers, Bow and Gear, Steam and oe Hauling 
Gears, Rope Chain Fittings, Cable Drums, Splicing arid Jointing Tools, fe. &e. 


and Constructed for thé Oompléte Equipinent of Tel raph Cable Factories and Vesstls, : Wire 
‘Feasion, Blongation, and apd ‘Torsion. Special ire Sounding Machines for Shallow and 


¢ Philipe Patent Fluid Insulators, and all kinds of the ordinary form, Shacklés, Shackle Strapa, 


Zimo and Carbon Mary Plates of special quality. 


POLES— Wrought Trim de Composite Poles of varions kinds, for Telegraph, Telephons, and Light purposes. 

| Makers of Special Underground Torpedo and Field Cables, with Single or Multiple Cores. 
Insulated Cooper Wires, Strand and Ropes, taped or braided, cotton or silk covered. 
ELECTRIC LIGHT—Makers of Electric Lamps. . 


HOOPER'S TELEGRAPH & INDIA "RUBBER: WORKS. 


Orrioss :-851, LOMBARD STREET, LONDON, £.0, Works :—MITOHAM anp 


PPP 


| MANUFACTURERS OF SUBMARINE AND SUBTERRANEAN TELEGRAPH CABLES 
UNDER HOOPERS PATENTS. | 


CONTRACTORS TO 
' HER MAJESTY’S WAR OFFICE, | 


ADMIRALTY AND INDIA OFFICE, 
AND TO THE CONTINENTAL GOVERNMENTS. 


“ELECTRIC. LIGHT WIRES. 


? 


… 
TA 
| 
~ 


|. Submarine Cables; Johnson’s Celebrated Tele Wire, in Bond N Y i. . | 
ong of tho HOME LEARNER'S INSTRUMENT. Priées 
pit à and Instruction Book ; for the use of Students in 


à x 
THE ARO LAMP. THE JOEL SEMLINCANDESCENT. 
#3 AND THE GATEHOUSE INCANDESCENT LAMP. 


M. JORB, AMLLCE, Engineer, 
E. T. GREGORY, Sectétarr. JAMES PYFE, Managing Ditébtof 


: 
* 
el 
4 
Lu 
: 


m= 
à 


“Waren T. GLOVER & Co., 


Wire and Cable lakers, 
BOOTH STREET, MANCHESTER. 


G. TILLOTSON & Co. 


6 & 7 DHY STREET, NAW YoRE, 


TRE OLDEST AND LARGEST RAILWAY AND TELEGRAPH SUPPLY HOUSE IN AMERICA. 


MANUFACTURERS AND DEALERS 


TELEGRAPH AND TELEPHONE SUPPLIES. 


OF EVERY DESCRIPTION. 


wom Saba ae Instraments of the most a proved construction ; Batteries of all kinds ; Patent Rite 
rooks’ Patent. Insulators ; Teleph hone and Telegraph Office Wires ; Telephone Conductin 
Drops ; ; Burglar Ajerm Hotel Annunciators ; Gutta-Percha Insulated Wires à 


including Ke Sounder Battery, 
Telegraphy. Price 4 dols. 50 | 


and sent upon application. 


| 
| 
| 
a 
4 
? 
- LE 
Fed 
Se 
2. 
Me % >. 
Ke 
>| 
| | 
x 


THE TELEGRAPHIC JOURNAL AND 


ELECTRICAL REVIEW. 


Vou. XI. NOVEMBER 25, 1882. No. CCLXI. 
COON TEN TS: 
PAGr PAGE 
The Transmission of Power to Long Distances ..................... 405 : Correspondence :— 
Brockie’s Electric Arc Lamp (él/ustrated) es 406 | arth Connections fur Elootrio Curremts............ pr 
The Electric Lighting Conference in South London ............... 407 Dangers of Electric Lighting... 415 
Dr. Siemens’ Address to the Society of Arts  ..........cccecseeceeees 408 Berthould, Borel & Co.’s Electric Cables ...................... 416 
Snell’s Patent Electric Arc Lamp (illustrated) 410 | Electrical Engineering 416 
Detection by Electricity of the Annual Culminations of the Solar | 416 
Rational Conception of the Nature and the Propagation of Abstracts of Published Specifications, 1882 .................... ...... 421 
413 | City Notes, Reports, Meetings, &c. : 
The T es to a Dist i the E latin Birmingh: im and Warwickshire Electric Light Company... 423 
at Miesbach-Munich. E. Hospitalier 414 | 424 
PATENT OPrt GE. RICHARD JOHNSON & NEPHEW, 


GARDNER, MANCHESTER. 
166, FLEET STREET, | TÉLEGRAPH AND TELEPHONE LINE WIRE. 


LONDON. Loxpox Orrice : 
es Successor to 8, GREAT WINCHESTER STREET, E.C. 
I, Messrs. ROBERTSON, Brooman & Co., 


AGENTS 
| M: lARILER & SONS, 


ince. “TN for Trade Marks, &c., at fixed and mode- 
| TELEGRAPH ENGINEERS 


| PampuLer or Costs Gratis. | AND 
Thirty Years’ Practical Experience. MANUFACTURING ELECTRICIAN S, 
es Se Provisional Protection, £S. 86, CANONBURY ROAD, LONDON, N. 
ELECTRIC HOUSE BELLS. Factory: 1, Alwyne Lane, N. 
| Complete Apparatus, Bell, Battery, = @) 
25 yards Wire, and Instructions, Carriage 
Free to R: ilway Stations up to 100 miles. | 
Larger sets proportionatcly low. 
BURGLAR ALARM SETS, from 12s. 6d. M AGNET STEEL 


Illustrated Price Lists on application free. 
INCANDESCENT LAMP & BATTERY, £2 2s. 


GALVANIC & FRISTIONAL APPARATUS. Specially adapted to mect the present requirements of Electricians, 
ILLUSTRATED CATALOGUE Post FREE 6 Stamps. Manufactured by 


Now published, hes = = TO FIX THEM.” JONAS & COLVER, 


8, BRIDGE STREET, WESTMINSTER, 8.W. SHEPMPEPIBLD. 


FREDERICK SMITH & Co, 


Contractors to H.J4. Postmaster-General, 


CALEDONIA WORKS, | HALIFAX, ENGLAND. 


SPECLALITIES: 
PATENT. GALVANISED 


Cable Wire. 
Stay Wire (special). = ST — _ Patent Sleel Wire for Hawsers and 
3/16 Strand High Conductivity. Th Ei G AN NOY) W Deep-Sea Sounding Lines. 
Patent Galvanised Binding Wire. \ 7 LE PA ONL A Galvanised Patent Steel Wire for 
Line Wire to all Specifications. SSS = ag Long Spans. 


Galvanised Strand Wire. 


= 


i 


N 


WITHOUT JOINT OR WELD. 
ore e Medals :—London, 1862 ; Paris, 1867 ; Moscow, 1872 ; Vienna, 1873; Paris, 1878 ; Philadelphia, 1876. 


4 
| 
sROBERTSON |! 
ane) sos 
lage 
| HH 
[al CL CL, | 
: BROOMAN || 
ene) | ; 
1 ANA À | 
|: 
À 
| LA 
| 
2 ER 


TELEGRAPH CABLE MAKING MACHINERY 


Suitable for every description of Cables (Land and Submarine). 


WIRE STRANDING MACHINES 
For making Telegraph Strand with any number of wires from 3 to 19. 
CORE SERVING MACHINES of all sizes. 


TAPING MACHINES, Single and Double. 
WIRE COVERING MACHINES of every description for covering wire with india-rubber, gutta-percha, hemp, 


flax, cotton, silk, &e. 


COMPLETE SETS of Machine for purifying and preparing INDIA-RUBBER and GUTTA-PERCHA 
for Telegraphic purposes. 


Estimates furnished on application. For Plans of Works a fee is charged proporticnate to the labour involved. 


THOMAS BARRACLOUGH & Co., Limited, 8, King Strect, Manchester. 


THE INTERNATIONAL MACHINE Co, 
G R I F F' I - H & C O.s 118, Whitehorse Street, Commercial Road, London, E, 
4, QUEEN ANNE’S GATE, S.W. 


ELECTRICAL ENGINEERS AND MANUFACTURERS 


RAILWAY TELEGRAPH INSTRUMENTS, 
And Sole Makers of Spagnoletti’s Patent 


RAILWAY LOCKING APPARATUS AND 
FIRE ALARMS. 


_ Works—RAILWAY FOUNDRY, READING. 


== 


nil 


THE UNIVERSAL 


Expanding Lathe Mandril, 
FOR TURNING, ETC,, 


Es) Will hold rings, &e., perfectly true, of any size 
ae within the limits for which it is made. 


DUPLEX LEVER PUNCHING BEARS 


G. JOHNSON & SON, PAIE MEDAL, PARIS ELECTRICAL EXHIBITION, 1881. 


IMPORTERS AND REFINERS OF (> 


PARAFFINE WAX 
IFF & SONS, 


Of high melting point, and prepared with special | a s T 
LAMBETH, LONDON, 


regard to Insulating Property. 
BLACK EARTH WAX, CRUDE AND REFINED. went ee 
due POROUS CELLS AND PLATES, 
BATTERY JARS, 
Stearine, Spermaceti, &c., at lowest Wholesale rates. TELEGRAPH INSULATOR S, 
Chemical Apparatus, Art Stoneware, 


175, BISHOPSGATE ST, WITHOUT, 175 


LONDON. — Contractors to the Post Office and other Departments. 


ELECTRICAL & SCIENTIFIC APPARATUS. LOCKWOOD-BARTLETT TELEPHONES. 


MOST DISTINCT IN ARTICULATION. 


BEES’ WAX, YELLOW ‘AND BLEACHED. 


+ . . 
Manufacturers of Electric Bells, Indicators, Constant 


Batteries, Telephone Switches and Transmitters, Induction GENT & Co.’s PATENT TRANSMITTER 


WITHOUT ANY DIAPHRAGM, 
Coils, Terminals, Carbons, Wires, sc. 


Any Telephone having iron Diaphragms, and any Transmitter having 
wa Diaphragm, can be altered into L. B. or Gent’s Patents. 


ComrLeTE CATALOGUE, STamps. 
scastieraxeanees Converting Telephones, 20s. each; Transmitters, 30s. each. 


THOMAS CRAMPTON & CO., 
MANUFACTURING ELECTRICIANS AND OPTICIANS, 


251, Hozsorn, Loxpow, W.C. 


ELECTRICAL & SCIENTIFIC APPARATUS 


Batteries, Bells, Indicators, Lightning Conductors, and every 


WHOLESALE MANUFACTURERS OF 
ELECTRIC BELLS, ELECTRIC REVERSING INDICATORS, 
“ARC” LAMPS, 
TELEPHONE SWITCHES & TRANSMITTERS, 
New ‘‘Granule” Battery, Constant and Powerful Coils, 
Vacuum Tubes, Terminals, Carbons, Wire, and all Materials. 


INSTRUMENTS MADE, REPAIRED, OR ALTERED ON THE PREMISES, 


few Edition, complete Illustrated Catalogue of Electric Appliances and 
Materials, 72 pp., post free four stamps. 


SPECIAL QUOTATIONS TO THE TRADE. 


Manufacturing Electricians, 4, Little Britain, London, E.C. Ÿ, 


EXECUTED 
IN ALCITS 


taken for all kinds 


Estimates given and Contracts 


of Newspaper and Commercial 
| Work 


| 
| 
| 
= 
OF | 
| 
+ 
description of Electrical Apparatus. 
J. T. & Co. LEICESTER. 
ON 
| >. 4 
CAREFULLY 
| ° 


S 
= 


THE TELEGRAPHIC JOURNAL AND 


Nov. 25, 1882] ELECTRICAL REVIEW. +i 


of Binding wires, or 


W. T. HENLEYS TELEGRAPH WORKS 00, 


LIMITED, 


“THLEGRAPEH HNGINEERS & CONTRACTORS. 


MANUFACTURERS OF SUBMARINE CABLES 
AND TELEGRAPHS OF ALL KINDS. 


— 


TELEGRAPH WIRES AND STORES OF EVERY DESCRIPTION. 


8, Draper’s Gardens, Throgmorton Street, London. 
WORKS—NORTH WOOLWICH. 


IT © nr © 
y Hill Il = == 
ADVANTAGES: JE ADVANTAGES: 
No TOOLS REQUIRED Greatly improved in- 
Line wire. iit Hi 


Every portion open to 
cleansing action of rain. 


GREAT SAVING IN 
TIME when erecting new 
Lines, renewing Line wires, 


Hl 
| i | 


| 

Hii 

| | 
| 


Less risk of porcelain 
becoming covered with coating 
of rust. 


renewing Poles, and when 
taking down for cleansing. 
ABSOLUTE prevention 
of friction and chafing. 
Can be applied IN ANY 
POSITION, no matter how 
close to Walls, Bridges, or 
other obstacles. 
Will bind No. 4 WIRE 
as easily and firmly as No. 13. 
Will bind the wire Firmly 
whether the tension of Line 


Absolute prevention of 
broken wires ‘ running ” 
back. 


Can be used as a TER- 
MINAL INSULATOR, 
the Loop from which can be 
instantly detached. 


Is adapted to all shapes 
and patterns of Insulators. 


— = - — 


be TIGHT or SLACK. Is very inexpensive. 
Clip can be used any Very STRONG 
number of times. SIMPLE 
Absolute impossibility HANDY. and 
of the Line wire becoming de- DUR ABLE 


tached from Insulator through 
accident. 

In case of fracture of 
porcelain, Line wire is 
caught. by the top of Insula- 
tor-bolt. 

No “faults,’’? momentary 
or otherwise, in consequence 


FOR TERMS & FURTHER PARTICULARS 
FPPLY TO THE PATENTEE: 


J. SLATER LEWIS, 


Tools, making contact with 28, HAMILTON STREET, 
neighbouring Lines, or 


** Guards.”’ 


= 


| | 
| | | 
iit | 


BIRKENHEAD. 


WM. & CO., 


LIMITED, 


Hi The TINSLEY STEEL, IRON, and WIRE WORKS, 


Award... R RIT. | 
SYDNEY EXHIBITION. \ | et ST DEGREE OF DEN as exhibited 
( Report... EN Au by Sections of Bends and various Manufactures, 


MELBOURNE EXHIBITION, 1880. FIRST AWARD FOR ALL EXHIBITS. 


THE ONLY ENGLISH HOUSE WHICH OBTAINED A FIRST-CLASS AWARD FOR WIRE. 


Bessemer Steel and Best Puddled and Charcoal Iron Rods, GALVANISED TELEGRAPH and CABLE 
WIRE, Steel and Iron Fencing and Strand Wire, Merchant Iron of all descriptions, and Best Homo. Yorkshire Iron 
for Engineering purposes. Telegraph Wire to British Government tests, in 100 lb. pieces, without weld or joint. 


_ LONDON OFFICE, 110, CANNON STREET, EC. | MANCHESTER OFFICE, 3, SPRING GARDENS, 


A | 
| 
O., 
| 
|A 
| | aror 
pl 
| 
R 
| 2! 


. THE TELEGRAPHIC JOURNAL AND 


ELECTRICAL REVIEW. [Nov. 25, 1882. 
| 
FLECTROLIERS FOR INCANDESCENT LIGHTING. | 
FARADAY and SON having made some hundreds ot fittings for the Paris and Sydenham Exhibitions, and | 


for many publie and private buildings, have now a very comprehensive stock on hand. 
A Priced Catalogue, with over Thirty of their most Approved Designs, will be forwarded on application. 
These fittings are of distinctive character and thorough finish. 
Patent Couplings for Branch Wires, Switches, &c. 


FARADAY AND SON, 3, BERNERS STREET, W. 


OFFICE FOR PATENTS, 
36, SOUTHAMPTON BUILDINGS, LONDON, W.c. 


Mr. E. P. ALEXANDER 


(Fellow of the [Institute of Patent Agents), 


Consulting Guoineer and Patent Agent, 


CONTINUES TO OBTAIN 
BRITISH, COLONIAL, AND FOREIGN PATENTS FOR INVENTIONS. 


= LONDON 
Accuntulatars, porous Cells, Battery Bars, Kusulatars in Stone: 


ware and Write Earthenware, nobs for tops of Street Lamps, Caps for 
Posts, Porous Plates, ound or Square, Pipes ground joints 
for Preserbation of Electric Wires Slater Lewis's 
Patent Self-Binding Lnsulators, Crucibles and general Chemical ware. 
AWARDED ONLY MEDAL AY THE INTERNATIONAL ELECERIC EXHIBITION, LONDON, 1882. 
CONTRACTORS TO THE POSTMASTER-GENERAL AND INDIAN. GOVERNMENT. 


PETER BROTHERHOOD, 


MECHANICAL ENGINEER, | 


BELVEDERE ROAD, WES7MINSTER BRIDGE, LONDON, S.E | 
PARIS: HENRY CHAPMAN, Esq., 10, RUE LAFFITTE. 


As supplied for driving SIEMENS’ Dynamo Machines for Cunard Steamers “ Servia,” * Cephalonia,”  Pavonia,” 
S. Faraday,” Manapouri,’ “ Goorkha,” % Wairarapa,” new Channel Steamer Invicta,” &e., Ke. 
Intending purchasers of High-speed Engines, for Driving Dynamo Machines of any class, or for other purposes, are inyited to inspect the 
BROTHERHOOD Engines at work at the above address. | 


… 


. 
| f 
| 
| 
| 
| 
| 
en 
\ = = = | | 


… 


THE TELEGRAPHIC JOURNAL AND 


Nov. 25, 1882.] 


ELECTRICAL REVIEW. 405 


LL 


THE TELEGRAPHIC JOURNAL AND 


Glectrical Review. 
Vou. XI.—No. 261. 


THE TRANSMISSION OF POWER TO 
LONG DISTANCES. 


We have in our two last numbers of the ELECTRICAL REVIEW 
published interesting and critical articles on the Miesbach- 
Munich experiments conducted by M. Marcel Deprez on the 
transmission of power to long distances on an ordinary tele- 
graph wire. Apparently, the result of M. Deprez’s very 
important work has been badly described, or it has been 
misunderstood. Some time since, in an article entitled 
“ Half Truths and Whole Truths,” we drew attention to the 
confusion which might be derived from a misunderstanding 
of the terms electrical horse-power and actual or indicated 
horse-power developed in an engine. It would seem that 
the same confusion exists with respect to M. Deprez’s experi- 
ments. Ina long letter to our contemporary, La Lumiere 
Electrique, this well-known French electrician takes great 
pains to explain exactly what the results of his work amount 
to. He says :— 

“Tf the result is measured electrically it is well known 
that the economic result of an electric receiver may vary 
from zero to a value approaching unity according to the 
charge of the brake applied to this receiver, whereas the 
work absolutely obtained commences at zero when the charge 
of the brake reduces the motor to rest, and then proceeds 
towards the maximum in proportion as the brake is loosened, 
and returns to zero when the brake is completely loosened. 
Also when the two machines (the generator and the receiver) 
are identical, and the line is well insulated, the economic 
result (allowance being made for friction of the axles and the 
brushes, the resistance of the air, and the vibrations of the 
two machines) is according to the ratio of speed of the two 
machines, whether the machines be close together or far 
apart. 

“Tf, however, by the word result we wish to designate the 
ratio between the work of the receiver, measured by the 
brake, and the work of the generator, measured by the 
dynamometer, subtracting all the losses of power due to 
friction, to the vibrations, and even to the very slight 
derivations of the current along the line, the question is 
changed, and the ratio of the speeds is no longer sufficient.” 

It is not a little curious to note that the loss of current on 


the line between Miesbach and Munich, according to M. 


Deprez, did not exceed two per cent., or, in other words, if 
the intensity of the current at the former place be repre- 
sented by 1, that at Munich was 0°98, or more. We can 
scarcely think, however, that this result can be anywhere 
near the truth, if it is fair to base our ideas upon tests of 
English telegraph lines. M. Deprez brings forward three 
points upon which he feels it his duty to enlighten those 
who are impartially interested in his experiments. These 
points are :— 

(1) The value of the actual work transmitted to Munich 
and measured by the brake. 


(2) The economic industrial result (which must not be 
confounded with the electrical result, the value of which is 
the ratio of the speeds), i.e., the ratio of the work absorbed 
at Miesbach by the generating machine and measured by 
the dynamometer, to the work absorbed at Munich and 
measured by the brake ; 

(3) The loss of current at the posts and the influence of 
the weather on this loss. 

As far as the first question is concerned, he quotes the 
experiment made by M. Sarcia, on the 26th September, which 
enabled him to read from the brake an effective work of 38 
kilogrammetres per second, the speed of the receiver being 
1,500 revolutions per minute, and that of the generator, 
situated at Miesbach, 2,200 revolutions. The electrical 
result was, therefore, 

1,500 

2,200 
But, of course, says M. Deprez, the industrial result, 2.e., 
the ratio of the effective work (measured on the brake at 
Munich) to the work expended (measured on the dyna- 
mometer at Miesbach) was below this amount. 

M. Deprez then goes on to state that when he gave to the 
Academy of Sciences the note which appeared in La 
Lumiere Electrique, the electro-technical committee had not 
arrived at any estimate of the result, and therefore not 
having a dynamometer at his disposal, he could only give 
the electrical result, measured by the ratio of the speeds ; 
and he considers his explanation sufficiently clear to render 
any misunderstanding impossible. 

He then informs his readers that the machines at his 
command were somewhat defective in consequence of having 
been damaged and indifferently repaired ; but that in spite 
of this, they were able to be used under these unfavourable 
conditions for a period long enough to enable the technical 
committee to take sufficiently accurate measurements, the 
generator making 1,600 revolutions and the receiver 750. 
The effective work was, therefore, scarcely 20 kilogrammetres 
per second, and the work measured at Miesbach with the Hefner- 
Alteneck dynamometer was about one horse-power. The indus- 
trial result was, therefore, about 25 per cent. It was then de- 
sired to increase the actual work of the receiver, and without 
altering the charge of the brake the speed of the generator 
was increased to 2,000 revolutions per minute ; the speed of 
the receiver naturally increased up to 1,200 revolutions per 
minute (corresponding to 30 kilogrammetres of effective 
work per second), when one of the brushes, being badly 
fixed, became suddenly detached and fell down. This last 
sudden breaking off of the current happening when the 
electromotive force of the generator exceeded 2,000 volts., 
completed the destruction of the insulation of the rings, and 
from that moment the receiver could not even turn alone. 

From the figures communicated to me verbally by the 
members of the committee, says M. Deprez, it follows that 
the electrical result when measured varied from 50 to beyond 
60 per cent., whereas the industrial result varied from 25 
per cent. in the first experiment (the generator turning at 
1,600 revolutions) to more than 35 per cent, in the second 
(the generator turning at 2,000 revolutions). 

This is practically equal to half the electrical result. The 
electrical result was measured by taking directly the electro- 
motive force of the machines and the intensity of the cur- 
rent at Miesbach and at Munich, and this value was found 
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to agree to all intents with that obtained from the ratio of 
the speeds. M. Deprez, therefore, ignores the loss along the 
line. 

Whatever may be thought of M. Deprez’s experiments 
and the critical remarks to which they have been subjected, 
he has decidedly taken the lead in concentrating public 
attention on the subject of transmitting power to long 
distances. Although the subject has recently been brought 
forward in such a way as to lead many to believe that this 
able French engineer was the originator of transmitting 
motive-power by electricity, the experiments of Siemens, 
Werdermann, Fontaine, and others in past years should not 
be overlooked. We ourselves remember, shortly after the first 
Gramme machines were constructed in England, a long 
series of experiments made by Mr. Werdermann on this very 
subject. He may probably still have the data of the results 
obtained, but the tests were made over very short distances. 
But to M. Marcel Deprez belongs the honour, not of 
being the original instigator of these important researches, 
but of having carried out the ideas of others on a large 
enough scale on which to form a commercial basis. 

We heartily wish that exhaustive trials on the electrical 
transmission of power may shortly be made in England, and 
that the electrical result, and the result in actual work pro- 
duced, may not be so intimately mixed up as to create such 
a misunderstanding as has apparently been the case over the 
Miesbach-Munich experiments. 

Since writing these lines we have received a communication 
from M. Hospitalier on the same subject, which will be found 
in our other columns. 


BROCKIE’S ELECTRIC ARC LAMP. 


AMONGST the many successful inventors of electric arc 
lamps Mr. Brockie has gained a high position. He struck 
out a new path for himself in his first lamp, which our 
readers well know is regulated by periodical commutation 
by means of a circuit separate and independent of that used 
for the main current. Therefore we may assume that any 
further outcome of Mr. Brockie’s inventive powers will 
interest electrical engineers to a more than ordinary degree. 

The subject of this article appears likely to prove as great a 
success in its action as did the inventor’s original lamp, for 
although since that time arc lamps have been brought forward 
in such numbers, and in some instances possessed of such sim- 
plicity that it seems doubtful whether any better devices could 
beimagined, yet Mr. Brockie’s present invention is apparently 
possessed of such good qualities that we should not be sur- 
prised to find it take as favourable a place in public estima- 
tion as any now in use. 

The description of this simple and ingenious lamp 
may best be put forward in the words of the inventor’s 
specification :— 

“Fig. 1 is a view of the regulating escapement of an 
electric arc lamp constructed according to my invention ; 
fig. 2 shows a complete lamp with my improvements applied, 
and fig. 3 shows a regulating motor for electric lamps con- 
structed according to my invention. Similar letters of 
reference refer to like parts in all the figures. 

“In all electric are lamps hitherto constructed which 
regulate by the action of a magnet or solenoid either in the 
main circuit or in a shunt across the arc, or by a combination 
of both, the regulating armature, or core, bears a certain 
and definite mechanical relation to the releasing or feeding 
mechanism (usually a brake or clutching device) the arma- 
ture being jointed directly or by levers to the disengaging 
brake or clutch. Now, I propose to do away with the 
definite or direct connection, and to gear the regulating 
armature to the brake or other device by simple friction, or 


the friction of magnetism, as in fig. 1, so that the armature, 
B, is free to take up various positions in relation to the 
brake-lever, c, and yet control it. I limit the play of the 
brake or its lever between two stops, D D, this play being 
preferably very small, but the regulating armature or core, 
B, may have a much longer travel, or play ; thus it will be 
seen, as above stated, that the armature may take up various 
positions in relation to the brake-lever, the particular posi- 
tion, however, being determined by the strength of the 
current, thus no alteration in the tension-spring or balance- 
weight acting against the armature is necessary even for 
much variation in the current, as the armature will accom- 
modate its position automatically to the current employed. 
“T have found by observation that the resistance of an 
are is very constant when it is of a suitable length for the 
size or quality of the carbons and the strength of the cur- 
rent, but immediately this length is exceeded in the slightest 
degree the resistance becomes fitful and difficult to measure. 


FIG.2 
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“ Now I take advaniage of this fitful resistance of the arc 
to secure the-readjustment of the carbons—that is to say, 
when the resistance of the arc becomes irregular I cause this 
very irregularity to produce a mechanical regulating move- 
ment, and so long as the resistance remains steady or con- 
stant no movement takes place. In order to take advantage 
of this irregularity in the resistance of the arc and cause it 
to produce mechanical action and thereby regulate an electric 
arc lamp, I place a solenoid or magnet, A, in a shunt across 
the arc, as in fig. 2, the core or armature, B, of which will 
vibrate when the resistance of the arc is variable and remain 
still when constant. I cause this core, B, to work an anchor 
or escapement device, c, by the friction attachment before 
described, which allows the carbons to approach each other 
a definite distance at each vibration by permitting one tooth of 
the escape-wheel, E, to pass, and as long as this vibratory 
movement continues the carbons will be gradually approach- 
ing each other or the distance between them be lessened 
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until the arc regains its stability, when, of course, the vibra- 
tory movement will cease and the feed be arrested. The arc 
in such a lamp is first obtained by means of the magnet, m, 
drawing down the lower carbon-holder, N. 

“Tt will be seen that by gearing or connecting the solenoid 
core or magnet armature, B, to the escapement device above- 
mentioned by means of the frictional method above ex- 
plained, no alteration in the tension-spring, 8, is necessary in 
such a lamp to suit variations in current unless those varia- 
tions are very great. 

“ Another mode of utilising this unstability of the are for 
the purposes of adjusting the carbons is to cause the 
oscillations of the armature or core of the shunt coil, a, 
fig. 3, to rotate a wheel, w, by means of a pawl and ratchet, 
or equivalent means, this said wheel at each revolution or 
part of a revolution to make a contact, T, which contact 
might be made to complete a branch circuit and this latter 
to reverse the polarity of the arc-striking or adjusting 
magnet in an electric lamp ; indeed, I propose to use a motor 
which would be revolved by the oscillations of an armature 
due to irregularities in the resistance of an arc or current. 
In order to effect the re-adjustment of the arcs in electric 
lamps the particular construction of which lamps may be 
various without affecting the principle of this part of my 
invention.” 


THE ELECTRIC LIGHTING CONFER- 
ENCE IN SOUTH LONDON. 


On Tuesday, the 14th inst., the adjourned conference of 
delegates from the various vestries and district boards of 
South London to consider the provisions of the Electric 
Lighting Act, took place in the Camberwell Vestry Hall, 
under the presidency of Mr. E. Dresser Rogers. We alluded 
to the preliminary meeting in our issue of the 4th inst. 

Mr. Winnett (clerk to the Lewisham Board of Works) 
thought the first question to decide at this conference would 
be as to the action to be taken by those parishes that had 
not considered the question of electric lighting. In his 
opinion it would be advisable that the vestries should take 
out a licence, which, at the end of seven years, came to an 
end without any conditions whatever. He threw it out as a 
suggestion that certain definite rules should be drawn up by 
the united vestries and district boards to be inserted either 
in a licence or provisional order. 

Mr. Morton (Wandsworth Board of Works) was of opinion 
that the district boards should not play into the hands of the 
companies before more was known than at present concerning 
electricity and what could be done by the companies. He 
moved the following motion : “That in the opinion of this 
conference it is desirable that the supply of the electric light, 
both for public and private purposes, should be in the hands 
of the local authorities. That, considering the present un- 
certainty as to the cost of applying the electric light over 
large areas, and bearing in mind that the City Corporation 
are about to at once try the experiment of supplying the 
light to all persons in the City, it would be, in the opinion 
of this conference, wise and to the interest of the ratepayers 
that the local authorities should take no further steps in the 
matter for a time, except to prevent companies from creating 
monopolies in the various districts, and to be prepared as 
soon as fuller information could be had as to the cost, &c., 
of supplying the light, to give the public the advantage of 
so excellent a means of lighting.” 

This having been seconded, the Chairman, in reply to a 
questioner, stated that the Board of Works, with the inten- 
tion of encouraging electric lighting, were induced to accept 
a contract with the Jablochkoff Company to light the 
Thames Embankment. Since then they had gradually in- 
creased the number of lights, and they had never for a 
Single night ceased to have the electric light under their 
control, . All he could say was that the cost of electric 
lighting was found by the board to be very much less than 
it was at first. The progress made had been so far satisfac- 
tory that the Embankment had been lighted at a difference 
of cost of something like three-halfpence per candle per 
hour as compared with sixpence. He would say nothing 


about the difference between the cost of electricity and 
gas, 


Mr. Fowler (Lambeth) could not support the motion of 
Mr. Morton. In the first place the Act of Parliament could 
not be over-ridden by anything or anybody. The vestries 
and district boards were at the mercy of the Act, and it came 
to this—that the vestries would be compelled to do something 
themselves, or oppose the companies with the object of ob- 
taining the best terms possible in the interests of the rate- 
payers. The chief difficulty he saw in adopting the electric 
light was the enormous cost of undertaking it. The money 
must come from some quarter, and it was questionable 
whether the Metropolitan Board would be disposed to lend 
it on such a security. This conference should hesitate 
before doing anything in the dark. There were several 
features in the Act which might have been objected to had 
it secured adequate attention at the hands of those interested 
in it before it was passed. 

Mr. Dunham (clerk to the Newington Vestry) pointed 
out that although Newington would apply for a licence for 
the whole area of the parish, the compulsory clauses would 
only refer to the main roads. It would be permissive on 
the part of the Vestry to light the bye-streets with electricity. 
Referring to Mr. Chandler’s figures given at the last con- 
ference, Mr. Dunham remarked that it did not follow that 
because the first four miles of streets would cost an initial 
£8,000, the other thoroughfares would cost the same in pro- 
portion. As a matter of fact, he did not think it would cost 
Newington more than £15,000 to start with. Supposing 
that the rates were increased twopence or threepence in the 
pound, would it not be a good investment if they succeeded 
in bringing down the price of gas? His (Mr. Dunham’s) 
opinion was that the vestries ought certainly to take advan- 
tage of the Act at the present time. . 

Mr. Middlemass (Camberwell) said it was important to 
bear in mind that the cost of electricity would be less and 
less every year. The cost of electricity in the past had 


included the cost of experiments, but in the future it would 


simply be the commercial cost of the article in proportion to 
the number of persons to be supplied. He commended the 
action of Newington in this matter. The vestries would be 
neglecting their duty to their constituents if they failed to 
take steps to possess the option of supplying the electric 
light, and of preventing anybody obtaining a monopoly. 

The resolution was put and negatived, only two voting in 
its favour. 

Mr. Winnett then moved—* That this conference recom- 
mends such vestries and district boards as do not intend to 
become undertakers themselves, to grant consent to licence 
to such companies as they may select, and upon such con- 
ditions as may be determined, thus preventing the pro- 
visional orders being obtained.” 

Lieutenant-General Mould seconded. 

Mr. Fowler deprecated the consideration of such matters 
as those contained in the resolution, and reminded the con- 
ference that the broad issue was whether the vestries should 
be recommended to take out a licence. It did not follow, 
even supposing the licence was taken out by the parish, that 
the vestries should themselves undertake the actual lighting. 

Mr. Yates remarked that even if they did not undertake : 
the actual licence, they would be responsible for it at the cost 
of the ratepayers. 

Mr. Middlemass opposed the resolution, and remarked that 
the vestries would be guilty of cowardice if they failed to 
accept the responsibilities laid upon them by the Electric 
Lighting Act. 

The resolution, which was only supported by three gentle- 
men, was negatived. 

Mr. Fowler moved—* That it be reported to the various 
vestries and district boards, that inasmuch as the provisions 
of the Electric Lighting Act require local authorities to 
elect, before the 25th of January next, either to apply for 
licences themselves, or permit the undertakers to apply for 
provisional orders ; and inasmuch as the President of the 
Board of Trade has declared that the Act of Parliament 
must be carried out, in the opinion of this conference the 
local authorities should be advised to apply for licences so as 
to keep the power in their own hands.” 

Mr. Middlemass seconded, and the resolution was carried 
with only one dissentient, and the proceedings closed with a 
vote of thanks to the chairman and to the vestry of Camber- 
well for having called the conference together. 

The Chairman, in. reply to the vote of thanks, reminded 
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the delegates that he took great interest in the gas question 
twenty-five years ago. IIe hoped and trusted that the work 
of the delegates would result in an improvement in the 
lighting of our strects in the future by the electric light. 

The proceedings then terminated. 

At a mecting of the Camberwell Vestry on the following 
evening the advisability of holding a special mecting to con- 
sider the best means of adopting the Electric Lighting Act 
was discussed. Mr. E. Dresser Rogers again presided and 
there were about fifty gentlemen present. 

Mr. Middlemass, in a speech dealing exhaustively with 
the subject of improved lighting, moved—“ That the vestry 
clerk be directed to convene a special meeting of the vestry, 
with one month’s notice pursuant to the statute, in order to 
enable the vestry to decide whether a licence shall be applied 
for by the vestry, or consent given to a licence or provisional 
order to one or some of the electric light companies.” 

The motion was seconded, when 

Mr. Preston moved, as an amendment, to add to the above 
motion the words—“or what steps, if any, the vestry will 
take in the matter.” 

The motion as amended was agreed to, after a somewhat 
lengthy discussion. 

Mr. Middlemass then moved, pursuant to notice—“ That 
the vestry clerk and the surveyor be directed to obtain in- 
formation as to the views and terms of the electric lighting 
companies for the supply of the public and private lighting 
of the parish.” 

Mr. Duckett seconded the motion. 

Mr. Simmons moved, and Mr. Duckett seconded, to add 
to the motion the words—* And that the same be sum- 
marised, printed, and sent to the members one weck before 
the meeting is called.” 

This amendment was carried as part of the original 
resolution, which was also adopted. 

This terminated the proceedings. 


DR. SIEMENS’ ADDRESS TO THE 
SOCIETY OF ARTS, 


ArtER some preliminary remarks on the history and formation of 
the above Society, Dr. Siemens said :— 

Amongst the practical questions that now chiefly occupy publie 
attention are those of electric lighting,and of the transmission of 
force by electricity. 

The dynamo machine, which enables us to convert mechanical into 
electrical force, purely and simply, properly conceived and well con- 
structed, converts more than ninety per cent. of the mechanical force 
imparted to it into electricity, ninety per cent. again of which may be 
re-converted into mechanical force at a moderate distance. The 
margin of loss, therefore, does not exceed twenty per cent., exclud- 
ing purely mechanical losses, and this is quite capable of being 
further reduced to some extent by improved modes of construction ; 
but it results from these figures that no great step in advance can be 
looked for in this direction, The dynamo machine presents the 
great advantage of simplicity over steam or other power-transmitting 
engines ; it has but one working part, namely, a shaft which, 
revolving in a pair of bearing’s, carries a coil or coils of wire admit- 
ting of perfect balancing. Frictional resistance is thus reduced to an 
absolute minimum, and no allowance has to be made for loss by con- 
densation, or badly fitting pistons, stufling boxes, or valves, or for 
the jerking action due to oscillating weights. ‘The materials com- 
posing the machine, namely, soft iron and copper wire, undergo no 
deterioration or change by continuous working, and the depreciation 
of value is, therefore, a minimum, except where currents of excep- 
tionally high potential are used, which appear to render the copper 
wire brittle. 

The essential points to be attended to in the conception of the 
dynamo machine are the prevention of induced currents in the iron, 
and the placing of the wire in such position as to make the whole of 
it effective for the production of outward current. These principles, 
which have been clearly established by the labours of comparatively 
few workers in applied science, admit of being carried out in an 
almost infinite variety of constructive forms, for each of which may 
be claimed some real or imaginary merits regarding questions of con- 
venience or cost of production. 

The -essential features involved in the dynamo machine, the 
Siemens armature (1856), the Pacinotti ring (1861), and the self- 
exciting principle (1867), were published by their authors for the 
pure scientitic interest attached to them, without being made subject 
matter of letters patent, which cireumstance appears to have had 
the contrary effect of what might have been expected, in that it has 
retarded the introduction of this class of electrical machine, because 
no person or firm, had a sufficient commercial interest to undertake 
the large expenditure which must necessarily be incurred in reducing 
a first conception into a practical shape. Great credit is due to 
Monsicur Gramme for taking the initiative in the practical intro- 


duction of dynamo machines embodying those principles, but when fiye 
years ago L ventured to predict for the dynamo-electric current à 
great practical future, as a means of transmitting power to a dis. 
tance, those views were still looked upon as more or less chimerical. 
A few striking examples of what could be practically effected by the 
dynamo-electric current, such as the illumination of the Place de 
l’Opéra, Paris, the occasional exhibition of powerful arc lights, and 
their adoption for military and lighthouse purposes, but especially 
the gradual accomplishment of the much-desired lamp by incan. 
descence in vacuum, gave rise to a somewhat sudden reversion of 
public fecling ; and you may remember the scare at the Stock 
Exchange, affecting the value of gas shares, which ensued in 1878, 
when the accomplishment of the subdivision of the electric light by 
incandescent wire was first announced, somewhat prematurely, 
through the Atlantic cable. 

From this time forward clectric lighting has been attracting more 
and more public attention, until the brilliant displays at the Exhibi. 
tion of Paris, and at the Crystal Palace last year, served to excite 
public interest to an extraordinary degree. New companies for the 
purpose of introducing electric light and power have been announced 
almost daily, whose claims to public attention as investments were 
based in some cases upon only very slight modifications of well-known 
forms of dynamo machines, of are regulators, or of incandescent 
carbon lights, the merits of which rested rather upon anticipations 
than upon any scientific or practical proof. These arrangements 
were sein ( to be of such superlative merit that gas and other 
illuminants must soon be matters simply of history, and hence arose 
great speculative excitement. It should be borne in mind, however, 
that any great technical advance is necessarily the work of time and 
serious labour, and that when accomplished, it is generally found that 
so far from injuring existing industries, it calls additional ones into 
existence, to supply new demands, and thus gives rise to an increase 
in the sum total of our resources. It is, therefore, reasonable to 
expect that side Wy side with the introduction of the new illuminant, 
gas lighting will go on improving and extending, although the 
advantage of electric light for many applications, such as the lighting 
of public halls and warchouses, of our drawing-rooms and dining- 
rooms, our passenger steamers, our docks and harbours, are so 
evident, that its advent may be looked upon as a matter of certainty. 

Our Legislature has not been slow in recognising the importance 
of the new illuminant. In 1879 a Select Committee of the House of 
Commons instituted a careful inquiry into its nature and probable 
cost, with a view to legislation, and the conclusions at which they 
arrived were, I consider, the best that could have been laid down. 
They advised that applications should be encouraged tentatively by 
the granting of Permissive Bills, and this policy has given rise to the 
Electric Lighting Bill, 1882, promoted by Mr. Chamberlain, the 
President of the Board of Trade, regarding which much controversy 
has arisen. It could, indeed, hardly be expected that any act of 
legislation upon this subject could give universal satisfaction, because 
while there are many belicvers in gas who would gladly oppose any 
measure likely to favour the progress of the rival illuminant, and 
others who wish to sce it monopolised, either by local authorities, or 
by large financial corporations, there are others again who would 
throw the doors open so wide as to enable almost all comers to inter- 
fere with the public thoroughfares, for the establishment of conduct- 
ing wires, without let or public hindrance. 

The law as now established takes, I consider, a medium course 
between these diverging opinions, and, if properly interpreted, will 
protect, I believe, all legitimate interests, without impeding the 
healthy growth of establishments for the distribution of electric 
energy for lighting and for the transmission of power. Any firm or 
lighting company may, by application to the local authorities, obtain 
leave to place electric conductors below public thoroughfares, subject 
to such conditions as may be mutually agreed upon, the term of such 
licence being limited to seven years; or an application may be made 
to the Board of Trade for a Provisional Order to the same effect, 
which, when sanctioned by Parliament, secures a right of oceupation 
for twenty-one years. The licence offers the advantage of cheapness, 
and may be regarded as a purely tentative measure, to enable the firm 
or company to prove the value of their plant. If this is fairly estab- 
Ished, the licence would in all probability be affirmed, either by an 
engagement for its prolongation from time totime, or by a Provisional 
Order which would, in that case, be obtained by joint application of 
the contractor and the local authority. At the time of expiration of 
the Provisional Order, pre-emption of purchase is accorded to the 
local authority, against which it has been objected with much force 
by so competent an authority as Sir Frederick Bramwell, that the 
conditions of purchase laid down are not such as fairly to remunerate 
the contracting companies for their expenditure and risk, and that 
the power of purchase would inevitably induce the parochial bodies to 
become mere trading associations. But while admitting the unde- 
sirability of such «a consummation, I cannot help thinking that it was 
necessary to put some term to contracts entered into with speculative 
bodies at a time when the true value of electric energy, and the best 
conditions under which it should be applied, are still very imperfectly 
understood. ‘The supply of electric energy, particularly in its appli- 
cation to transmission of power, is a matter simply of commercial 
demand and supply, which need not partake of the character of 2 
large monopoly similar to gas and water supply, and which may, 
therefore, be safely left in the hands of individuals, or of local associa- 
tions, subject to a certain control for the protection of public 
interests. At the termination of the period of the Provisional Order, 
the contract may be renewed upon such terms and conditions as may 
at that time appear just and reasonable to Parliament, under whose 
authority the Board of Trade will be empowered to effect such 
renewal, 

Complaints appear almost daily in the publie papers, to the effect 
that townships refuse their assent to applications by electric light 
companies for Provisional Orders ; but it may be surmised that many 
of these applications are of a more or less speculative character, the 
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object being to secure monopolies for eventual use or sale, under 
which circumstances the authorities are clearly justified in withhold- 
ing their assent ; and no licences or Provisional Orders should indeed 
be granted, I consider, unless the applicants can give assurance of 
being able and willing to carry out the work within a reasonable 
time. But there are technical questions involved which are not yet 
sufficiently well understood to admit of immediate operations upon a 
large scale. 

Attention has been very properly called to the great divergence in 
the opinions expressed by scientific men regarding the area that each 
lighting district should comprise, the capital required to light such 
an area, and the amount of electric tension that should be allowed in 
the conductors. In the case of gas supply, the works are necessarily 
situated in the outskirts of the town, on account of the nuisance this 
manufacture occasions to the immediate neighbourhood ; and, there- 
fore, gas supply must range over a large area. It would be possible, 
no doubt, to deal with electricity on a similar basis, to establish 
electrical mains in the shape of copper rods of great thickness, with 
branches diverging from them in all directions; but the question to 
be considered is, whether such an initiative course is desirable on 
account either of relative expense or of facility of working. My own 
opinion, based upon considerable practical experience and thought 
devoted to the subject, is decidedly adverse to such a plan. In my 
evidence before the Parliamentary Committee, I limited the desirable 
area of an electric district in densely populated towns to a quarter of 
asquare mile, and estimated the cost of the necessary establishment 
of engines, dynamo machines, and conductors, at £100,000, while 
other witnesses held that areas from one to four square miles could be 
worked advantageously from one centre, and at a cost not exceeding 
materially the figure I had given. These discrepancies do not 
necessarily imply wide differences in the estimated cost of each 
machine or electric light, inasmuch as such estimates are necessarily 
based upon various assumptions regarding the number of houses and 
of public buildings comprised in such a district, and the amount of 
light to be apportioned to each, but I still maintain my preference for 
small districts. 

By way of illustration, let us take the parish of St. James’s, near 
at hand, a district not more densely populated than other equal areas 
within the metropolis, although comprising, perhaps, a greater number 
of public buildings. Its population, according to the preliminary 
report of the census taken on the 4th April, 1881, was 29,865, it 
contains 3,018 inhabited houses, and its area is 784,000 square yards, 
or slightly above a quarter of a square mile. 

To light a comfortable house of moderate dimensions in all its 
parts, to the exclusion of gas, oil, or candles, would require about 100 
incandescence lights of from 15 to 18 candle-power each, that being, 
for instance, the number of Swan lights employed by Sir William 
Thomson in lighting his house at Glasgow University. Eleven horse- 
power would be required to excite this number of incandescence 
lights, and at this rate the parish of St. James’s would require 
3,018 x 11 = 33,200 horse-power to work it. It may be fairly 
objected, however, that there are many houses in the parish much 
below the standard here referred to, but on the other hand, there are 
600 of them with shops on the ground-floor, involving larger require- 
ments. Nor does this estimate provide for the large consumption of 
electric energy that would take place in lighting the eleven churches, 
eighteen club-houses, nine concert halls, three theatres, besides 
numerous hotels, restaurants, and lecture halls. <A theatre of 
moderate dimensions, such as the Savoy Theatre, has been proved by 
experience to require 1,200 incandescence lights, representing an 
expenditure of 133 horse-power; and about one half that power 
would have to be set aside for each of the other public buildings here 
mentioned, constituting an aggregate of 2,926 horse-power; nor 
does this general estimate comprise street lighting, and to light the 
six and a half miles of principal streets of the parish with electric 
light, would require, per mile, thirty-five are lights of 350 candle- 
power each, or a total of 227 lights. This, taken at the rate of 0°8 


horse-power per light, represents a further requirement of 182 horse- - 


power, making a total of 3,108 horse-power, for purposes independent 
of house lighting, being equivalent to one horse-power per inhabited 
house, and bringing the total requirements up to 109 lights = 12 
horse-power per house. 

I do not, however, agree with those who expect that gas lighting 
will be entirely superseded, but have, on the contrary, always main- 
tained that the electric light, while possessing great and peculiar 
advantages for lighting our principal rooms, halls, warehouses, &e., 
owing to its brilliancy, and more particularly to its non-interference 
with the healthful condition of the atmosphere, will leave ample room 
for the development of the former, which is susceptible of great 
improvement, and is likely to hold its own for the ordinary lighting 
up of our streets and dwellings. 

Assuming, therefore, that the bulk of domestic lighting remains to 
the gas companies, and that the electric light is introduced into 
private houses, only, at the rate of, say, twelve incandescence lights 
per house, the parish of St. James’s would have to be provided with 
electric energy sufficient to work (9 + 12) 3-018 = 63,378 lights = 
7,042 horse-power effective ; this is equal to about one-fourth the 
total lighting power required, taking into account that the total 
number of lights that have to be provided for a house are not all used 
at one and the same time. No allowance is made in this estimate for 
the transmission of power, which, in course of time, will form a very 
large application of electric energy ; but considering that power will 
be required mostly in the day time, when light is not needed, a material 
increase in plant will not be necessary for that purpose. 

In order to minimise the length and thickness of the electric con- 
ductor, it would be important to establish the source of power, as 
nearly as may be, in the centre of the parish, and the position that 
suggests itself tomy mind is that of Golden Square. Ifthe unoccupied 
area of this square, representing 2,500 square yards, was excavated 
to a depth of twenty-five feet, and then arched over so as to re- 
establish the present ground level, a suitable covered space would be 


provided for the boilers, engines, and dynamo machines, without 
causing obstruction or public annoyance ; the only erection above the 
surface would be the chimney, which, if made monumental in form, 
might be placed in the centre of the square, and be combined with 
shafts for ventilating the subterranean chamber, care being taken of 
course to avoid smoke by insuring perfect combustion of the fuel used. 
The cost of such a chamber, of engine-power, and of dynamo machines 
capable of converting that power into electric energy, I estimate at 
£140,000. - To this expense would have to be added that of providing 
and laying the conductors, together with the switches, current- 
regulators, and arrangements for testing the insulation of the wire. 

The cost and dimensions of the conductors would depend upon their 
length and the electromotive force to be allowed. The latter would 
no doubt be limited, by the authorities, to the point at which contact 
of the two conductors with the human frame would not produce 
injurious effects, or say, to 200 volts, except for street lighting, for 
which purpose a higher tension is admissible. In considering the 
proper size of conductor to be used in any given installation two 

rincipal factors have to be taken into account; first, the charge for 
interest and depreciation on the original cost of a unit length of the 
conductor; and, secondly, the cost of the electrical energy lost 
through the resistance of a unit of length. The sum of these twa, 
which may be regarded as the cost of conveyance of electricity, is 
clearly least, as Sir William Thomson pointed out some time ago, _ 
when the two components are equal. This, then, is the principle on 
which the size of a conductor should be determined. 

From the experience of large installations I consider that electricity 
can, roughly speaking, be produced in London at a cost of about one 
shilling per 10,000 Ampére- Volts or Watts (746 Watts being equal to 
one horse-power) for an hour. Hence, assuming that each set of 
four incandescence lamps in series (such as Swan’s, but for which may 
be substituted a smaller number of higher resistance and higher 
luminosity) requires 200 volts electromotive force and 60 Watts * for 
their efficient working, the total current required for 64,000 such 
lights is 19,200 ampéres, and the cost of the electric energy lost by 
this current in passing through 1-100th of an ohm resistance is £16 
per hour. 

The resistance of a copper bar one quarter of a mile in length and 
one square inch in section is very nearly 1-100th of an ohm, and the 
weight is about 2} tons. Assuming, then, the price of insulated 
copper conductor at £90 per ton, and the rate of interest and depre- 
ciation at 74 per cent., the charge per hour of the above conductor, 
when used eight hours per day, is 14d: Hence, following the prin- 
ciple I have stated above, the proper size of conductor to use for an 
installation of the magnitude I have supposed would be one of 
48°29 in. section, or a round rod 8 in. diameter. 

If the mean distance of the lamps from the station be assumed as 
350 yards the weight of copper used in the complete system of con- 
ductors would be nearly 168 tons, and its cost £15,120. To this 
must be added the cost of iron pipes for carrying the conductors 
underground, and of testing-boxes and labour in placing them. Four 
pipes of 10 in. diameter each would have to proceed in different 
directions from the central station, each containing sixteen separate 
conductors of 1 in. diameter and separately insulated, each of them 
supplying a sub-district of 1,000 lights. The total cost of establish- 
ing these conductors may be taken at £37,000, which brings up the 
total expenditure for central station and leads to £177,000. I assume 
the conductors to be placed underground, as I consider it quite inad- 
missible, both as regards permanency and public safety and conveni- 
ence, to place them above ground within the precincts of towns. 
With this expenditure the parish of St. James’s could be supplied 
with the electric light to the extent of about 25 per cent. of the total 
illuminating power required. To provide a larger percentage of 
electric energy would increase the cost of establishment proportion- 
ately, and that of conductors nearly in the square ratio of the increase 
of the district, unless the loss of energy by resistance is allowed to 
augment instead. 

It may surprise uninitiated persons to be told that to supply a single 
parish with electric energy necessitates copper conductors of a collec- 
tive area equal to a rod of eight inches in diameter; and how, it may 
be asked, will it be possible under such conditions to transmit the 
energy of waterfalls to distances of twenty or thirty miles, as has been 
suggested. It must indeed be admitted that the transmission of 
electric energy of such potential (200 volts) as is admissible in private 
dwellings would involve conductors of impracticable dimensions, and 
in order to transmit electrical energy to such distances it is necessary 
to resort in the first place to an electric current of high tension. By 
increasing the tension from 200 to 1,200 volts the conductors may be 
reduced to one-sixth their area, and if we are content to lose a larger 
proportion of the energy obtained cheaply from a waterfall, we may 
effect a still greater reduction. A current of such high potential 
could not be introduced into houses for lighting purposes, but it could 
be passed through the coils of a secondary dynamo machine, to give 
motion to another primary machine, producing currents of low poten- 
tial to be distributed for general consumption. Or secondary batteries 
may be used to effect the conversion of currents of high into those of 
low potential, whichever means may be found the cheaper in first cost, 
in maintenance, and most economical of energy. It may be advisable 
to have several such relays of energy for great distances, the result of 
which would be a reduction of the size and cost of conductor at the 
expense of final effect, and the policy of the electrical engineer will, 
in such cases, have to be governed by the relative cost of the con- 
ductor, and of the power at its original source. If secondary batteries 
should become more permanent in their action than they are at the 
present time, they may be largely resorted to by consumers, to receive 
a charge of electrical energy during the day time, or the small hours 
of the night, when the central engine would otherwise be unemployed, 
and the advantage of resorting to these means will depend upon the 
relative first cost, and cost of working the secondary battery and the 


* We presume Dr. Siemens means 60 Watts per lamp.— Eps. ELEC. REV 
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engine respectively. These questions are, however, outside the range 
of our present consideration. 

The large aggregate of dwellings comprising the metropolis of 
London covers about seventy square miles, thirty of which may be 
taken to consist of parks, squares, and sparsely-inhabited areas, which 
are not to be considered for our present purpose. The remaining 
forty square miles could be divided into, say, 140 districts, slightly ex- 
ceeding a quarter of a square mile on the average, but containing each 
fully 3,000 houses, and a population similar to that of St. James’s. 

Assuming twenty of these districts to rank with the parish of St. 
James’s (after deducting the 600 shops which I did not include in my 
estimate) as central districts, sixty to be residential districts, and 
sixty to be comparatively poor neighbourhoods, and estimating the 
illuminating power required for these three classes in the proportion 
of 1 to to 4, we should find that the total capital expenditure for 
supplying the metropolis with electric gr’ to the extent of 25 per 
cent. of the total lighting requirements would be— 

20 x 1 x 177,000 = £3,540,000 
60 x % x 177,000 = £7,080,000 
60 x + x 177,000 = £3,540,000 


£14,160,000 
or, say, £14,000,000, without including lamps and internal fittings, 
' and making an average capital expenditure of £100,000 per district. 

To extend the same system over the towns of Great Britain and 
Ireland would absorb a cupital exceeding, certainly £64,000,000, to 
which must be added £16,000,000 for lamps and internal fittings, 
making a total capital expenditure of £80,000,000. Some of us ma 
live to see this realised, but to find such an amount of capital, and, 
what is more important, to find the manufacturing appliances to 
produce work representing this value of machinery and wire, must 
necessarily be the result of many years of technical development. 
If, therefore, we see that electric companies apply for Provisional 
Orders to supply electric energy, not only for every town throughout 
the country, but also for colonies and for foreign parts, we are forced 
to the conclusion that their ambition is somewhat in excess of their 
power of performance; and that no Provisional Order should 
be granted except conditionally on the work being executed within 
a reasonable time, as without such a provision the powers granted 
may have the effect of retarding instead of advancing electric light- 
ing, and of providing an undue encouragement to purely speculative 
operations. 

The extension of a district beyond the quarter of a square mile 
limit would necessitate an establishment of unwieldly dimensions, 
and the total cost of electric conductors per unit area would be 
materially increased; but independently of the consideration of cost, 
great public inconvenience would arise in consequence of the number 
and dimensions of the electric conductors, which could no longer be 
accommodated in narrow channels placed below the kerb stones, but 
pr necessitate the construction of costly subways—veritable cara 
electrica. 

The amount of the working charges of an establishment com- 
prising the parish of St. James’s would depend on the number of 
working hours in the day, and on the price of fuel perton. As- 
suming the 64,000 lights to incandesce for six hours a day, the price 
of coal to be 20s. a ton, and the consumption 2 lbs. per effective 
horse-power per hour, the annual charge under this head, taking 
eight hours’ firing, would amount to about £18,300, to which would 
have to be added for wages, repairs, and sundries, about £6,000, for 
interest with depreciation at seven and a-half per cent., £13,300, 
and for general management, say, £3,4000, making a total annual 
charge of £41,000, or at the rate of 12s. 93d per incandescence lamp 
perannum. To this has to be added the cost of renewal of lamps, 
which may be taken at 5s. per lamp of 16 candles, lasting 1,200 
hours, or to 9s. per annum, making a total of 21s. 94d. per lamp for 
a year. 

In comparing these results with the cost of gas lighting we shall 
find that it takes five cubic feet of gas, in a good argand burner, to 
produce the same luminous effect as one incandescence light of 16 
candle-power. In lighting such a burner every day, for six hours on 
the average, we obtain an annual gas consumption of 10,950 cubic 
feet, the value of which, taken at the rate of 2s. 8d. per thousand, 
represents an annual charge of 29s., showing that clectric light by 
incandescence, when carried out on a large scale, is decidedly cheaper 
than gas lighting at present prices, and with the ordinary gas 
burners. 

On the other hand, the cost of establishing gas works and mains of 
a capacity equal to 64,000 argand burners would involve an expendi- 
ture not exceeding £80,000, as compared with £177,000 in the case of 
electricity ; and it is thus shown that although it is more costly to 
establish a given supply of illuminating power by electricity than 
gas, the former has the advantage as regards current cost of pro- 
duction. 

It would not be safe, however, for the advocates of electric lighting 
to rely 7 these figures as representing a permanent state of things. 
In calculating the cost of electric light, I have only allowed for de- 
preciation and 5 per cent. interest upon capital expenditure, whereas 
gas companies are in the habit of dividing large dividends, and can 
afford to supply gas at a cheaper rate, by taking advantage of recent 
improvements in manufacturing operations, and of the ever-increas- 
ing value of their by-products, including tar, coke, and ammoniacal 
liquor. Burners have, moreover, been recently devised by which the 
luminous effect for a given expenditure of gas can be nearly doubled 
by purely mechanical arrangements, and the brilliancy of the light 
can be greatly improved. 

On the other hand, electric lighting also may certainly be cheapened 
by resorting, to a greater extent than has been assumed, to are 
lighting, which, though less agreeable than the incandescence light 
for domestic purposes, can be produced at less than half the cost, and 
deserves on that account the preference for strect lighting, and for 
large halls, in combination with incandescence lights. Lamps by in- 


candescence may be produced hereafter at a lower cost, and of a more 
enduring character. 

Considering the increasing public demand for improved illumina.- 
tion, it is not unreasonable to expect that the introduction of the 
electric light to the full extent here contemplated, would go hand-in- 
hand with an increasing consumption of gas for illuminating and 
for heating purposes, and the neck-to-neck competition between the 
representatives of the two systems of illumination, which is likely to 
ensue, cannot fail to improve the quality, and to cheapen the supply 
of both, a competition which the consuming public can afford to 
watch with complacent self-satisfaction. Electricity must win the 
day, as the light of luxury; but gas will, at the same time, find an 
ever-increasing application for the more humble purposes of diffusing 
light. 

le my address to the British Association I dwelt upon the capabi. 
lities and prospects of gas, both as an illuminant and as a heating 
agent, and I do not think that I was over sanguine in predicting for 
this combustible a future exceeding all present anticipations. 

I showed that if supplied specially for the purpose, it would become 
not only the most convenient, but by far the cheapest form of fuel 
that can be delivered to our towns. Such a general supply of heating 
separately from illuminating gas, by collecting the two gases into 
separate holders during the process of distillation, would have the 
beneficial effects— 

Ist. Of giving to lighting gas a higher illuminating power. 

2nd. Of relieving our towns of their most objectionable traffic, 
that in coal and ashes. 

3rd. Of effecting the perfect cure of that bugbear of our winter 
existence—the smoke nuisance. 

4th. Of largely increasing the production of those valuable bye- 
products, tar, coke, and ammonia, the annual value of which already 
exceeds by nearly £3,000,000 that of the coal consumed in the gas 
works. 

Dr. Siemens concluded his able discourse by remarking that he 
considered the Society of Arts to be the proper body to thoroughly 
examine the question of the application of gas and electricity for 
lighting purposes, &c., and that he would be well pleased if he could 
be instrumental in engaging the Society’s attention to such an 
important matter. 


SNELLS PATENT ELECTRIC ARC 
LAMP. 


In this lamp a single electro-magnet in a derived circuit is 
used to make and regulate the arc, and all rack or clock- 
work dispensed with. 

As can be seen from the diagrams, a brake attached to a 
soft iron core is actuated by the magnetism in the core to 
regulate the descent of the enclosed rod which forms the 
upper carbon-holder, the downward motion of the core due 
to the action of the solenoid upon it being resisted by the 
spring beneath. 

The lower carbon-holder is held by an insulated strap to 
which one terminal is attached, the other terminal being on 
the bobbin of the solenoid and projecting through the case 
which encloses and protects all the mechanism. 

As a means of reducing the resistance the upper carbon is 
fed by two copper strips which touch it near its lower end ; 
they are gently pressed against the carbon by the hinged 
weights attached to the wires from the base plate above, and 
are easily separated by the carbon-holder when the rod has 
descended sufficiently. 

The brake is shown in fig. 2, and an enlarged section is 
given in fig. 3. It consists of a brass arm on each side 
of the core with a soft iron armature forming the connection 
between them at the back, these arms being pivoted to the 
core and carrying a brake-block opposite the armature. 
This block passes through a slot in the core and presses 
upon the enclosed rod or carbon-holder, keeping it in posi- 
tion, so that the movements of the rod and carbon are (so 
far) the same as those of the core itself. A weighted arm is 
screwed through the armature which allows, by the adjust- 
nient of the weight, the regulation of the descent of the 
carbon and rod with simplicity and extreme delicacy, and 
also serves to regulate the play between the armature and 
the core. 

When the lamp is in action, any increase in the normal 
distance between the carbons increases the current in the 
solenoid, or shunt circuit, which, acting on the core, 
causes a more powerful attraction between that and the 
armature, the result being that the pressure of the brake- 
block upon the rod is lessened, and the rate of descent of the 
rod is augmented. 

This brake being controlled by magnetism (in the core), 
gives great sensibility, and a steady and continuous descent 
of the rod should be insured. 

The antagonism between the spring and core also helps to 
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adjust the arc, for if in any case the feed should be excessive, 
the resulting lessening of the power of the solenoid would 
cause firmer application of the brake, and lifting of the core 
and rod by the spring, until the right amount of separation 
between the carbons was again attained. 

Should the light be accidentally extinguished, the power 
of the solenoid being increased would cause the release of 
the brake and descent of the core, until contact was again 
established, when the immediate rising of the core and rod 
(for the brake would then be applied) by the action of the 
spring would cause the normal distance to be again attained. 


FIG.1, 


From the above it will be seen that by means of the weight 
on the arm attached to the brake armature, the position of 
the carbons is regulated in such a manner as to guarantee, 
in the inventor’s opinion, a steady and very certain action, 
whilst liability to derangement is reduced to a minimum. 

Any number of lamps may, of course, be placed in one 
circuit, according to the electromotive force of the generat- 
ing machine, and the lamp is said to work with currents of 
very different intensities without changing any part of its 
mechanism. 

It is simple, and apparently reliable ; sensitive and easy 
of adjustment ; and certainty of action might, therefore, be 
guaranteed with safety. 

The vibrations which would be produced by alternating 
currents would be especially favourable to its working. 

We have not yet seen this lamp in operation, but we have 

no reason to doubt its efficiency, and we congratulate Mr. 
Snell on what we believe to be his first inventive effort in 
electric lighting apparatus. 
_ One advantage in Snell’s lamp is the absence of any coil 
in the main circuit to absorb a part of the current passing 
between the terminals, and as almost every other arc lamp 
has such a coil in addition to the shunt electro-magnet or 
solenoid this advantage is a material one. 

Its cost should be very slight compared with many others 
at present in use, and therefore its selling price ought 
naturally to be equally low. We hope shortly to see this 
lamp in action, when we shall again refer to it. As far as 
We can judge at present Mr. Snell appears to have produced 
as simple a lamp of the kind as can well be expected, and 
we shall be glad to hear of its successful operation in 
practical working. The invention is patented in England 


as abroad, but we do not know what special claims are 
made. 

Now that so many arc lamps have been brought forward, 
one would almost think that inventors should turn their 
thoughts in other directions, but as Dr. Siemens very truly 
remarked in his address to the Society of Arts, which we 
publish in this issue, if the greatest economy is wished for 
from the electric light then arc lamps must be employed, 
and it may be inferred that the learned doctor does not 
agree with the opinion now openly expressed by many that 
electric Jighting by means of arc lamps has had its day. 
Therefore, as far as arc lights go we may expect to see some 
of those at present in use superseded by others of a more 
simple, cheap, and reliable character, and Mr. Snell’s simple 
lamp, which may probably be rendered still more so, appears 
to promise well. 


DETECTION BY ELECTRICITY OF 
THE ANNUAL CULMINATIONS 
OF THE SOLAR INFLUENCE ON 
ORGANISMS.* 


By NILS KOLKIN. 


IT came to my notice several years ago that, if one end of a 
hair or thread were tied to a watch-key or some similar 
object, and a person, seated comfortably before a table, 
with his elbow resting on the same, took hold of the other 
end, so as to raise the key from the table and keep it sus- 
pended, it was impossible to keep it still, in spite of all 
precautions. Oscillations would begin which, if the hands 
were warm, would attain great violence. If the key were 
permitted to strike against anything except glass, silk, dry 
rusty iron, or other bad conductors of electricity, the oscilla- 
tions would be interrupted by short pauses, occurring at 
regular intervals ; and the strokes between these pauses 
would correspond with the age of the hair, or, more correctly, 
their number would show how many years old the person 
was when he lost it. I understood that these oscillations 
were caused by electricity ; that the key was positively or 
negatively charged and repelled by the arm and hand, which 
were similarly charged. 

I have since investigated this phenomenon, as much as 
my time has allowed, and I shall here carefully give the 
results of my experiments. I have also substituted electricity 
from other sources than that used in those primitive experi- 
ments, and, when I have not met the same success, it is due 
to the fact that I am not a practical electrician. 

There is no known principle that accounts for the pauses 
in the oscillations. But the explanation seems to be that— 
When any organic substance is continually charged by 
positive or negative electricity, and discharged in rapid 
succession, under certain circumstances, the substance itself, 
and things in contact with it, will, after a certain number of 
discharges, for a moment become non-conductors ; and the 
number of those discharges will correspond to the age of the 
veyelable or animal from which the substance is derived. I 
say “under certain circumstances,’ for 1 do not know 
whether repulsion and attraction is necessary or not. My 
experiments have always been with a suspended key, except 
with a metallic spring, placed horizontally, which is virtually 
the same thing. The resistance to electricity during the 
pause is, indeed, very slight ; it does not take a very powerful 
charge to overcome it. The weaker the supply of electricity, 
the better it is. Shortening the fibre by which the key is 
suspended will give the best results. It will make the 
oscillations more rapid, and they ought to be rapid enough 
to make it necessary to count them by twos, for the pause 
will thus be better noticed. 

All organic substances possess this age-telling property, 
except absolute non-conductors, as silk. If substances of 
different ages are used together the age of the oldest only 
is shown. This fact makes it possible to find the age of 
substances of all forms, even with a suspended key. A 
fibre of an annual plant may be used and any dry sub- 
stance tied in it ; in case of liquids, the fibre may be satu- 


* American Association for the Advanceirent of Science. 
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rated with them. Liquids are good conductors and must 
be guarded against. The smallest particle of juice, or sweat, 
on anything, when of higher age, will show its presence. 
The age of a substance here must not be taken to mean 
the time it has existed as such, but that age which the vege- 
table or animal that may be its source had when its connec- 
tion with that source was severed. A leaf may be two 
months old, but it shows the age of the tree ; 
milk, that of the cow. I have permitted myself to call this 
“organic age; but as we have nothing to do with any 
other kind here the word “age” must always be taken 
in this sense. Any part of an organism, any seed, fruit, 
secretion, or any part or product whatever, has the same 
organic age as its source. The age of vegetables counts 
from the time they sprang from seed. Those propagated 
from roots or cuttings have the age as the original. A 
potato showed between 800 and 900 years. The age of 
animals corresponds with what is commonly termed so; but 
new-born young have the same organic age as the mother. 
This age-telling property of organisms does not seem 
to be destroyed by time. To what extent chemical changes 
does it I cannot say. Considerably decayed wood retains 
it. Some kerosene, which caused the discovery of the age- 


telling property of liqnids, showed constantly eight years ; 
but this might have been dué to some foreign substance. 

It is, of course, plain to all, that the interruption of the 
oscillations has nothing to do with our civil year as it 
is divided off in the almanac, but with a natural year. A 
natural year in our zone consists of an Increase, A culmina- 
tion, and a decrease of the solar influence. Ft is the 
number of those annual culminations to which an organism 
has Leen exposed during life that is shown. In case of 
annual plants, grown during the increase or dec reare, they 
will show a year though they have not been exposed to the 
maximum influence of the sun. Se with animals lees than 
a year old, The aseillations generally erase very abruptly, 
bat when a considerable fraction of a gear remains un- 
counted, there is often a gradnal subsidence: into a pause. 
How it, 18 with OF under the equator, where the 
Sun passes twice a gear, do not know, 


font, a knowledue 
of it would throw some light on this question. 


a drop of 


That the sun has great influence on plants all know ; but 
that it should have so great an influence on animals that 
each annual increase, culmination, and decrease of that 
influence should be registered in their organisms, will seem 
to many a great heresy. The sun, however, has more 
power than is generally supposed. Many persons will know 
that they do not feel the same under its decrease and 
increase. They do not seem to be the same persons in the 
autumn and in the spring, everything else being equal. The 
influence of the sun pervades all nature, and reaches life, 
both animal and vegetable, in recesses completely hidden 
from its rays. 


EBEL’S PATENT RELAY. 


Tue advantages which are claimed for this relay, are :— 
1. Simplicity. 2. Compact arrangement of the whole, and 
consequently the cheapness with which it may be manu- 
factured. 3. Extreme sensitiveness. 

Fig. 4 is a general view of the instrument, and figs. 1, 2, 
and 3, show the arrangement of the same. In fig. 3, a isa 
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hobbin of insulated wire, in which is placed a soft iron com- 
pound core consisting of b, ¢, ¢, and ¢,. bis a tube, m the 
centre of which is placed a rod, or bar, ¢ (made of extreme 
lightness), oscillating freely upon pivots in ¢, and r,. On 
ach end of rod, or bar, ¢,, are attached prolongations which 
constitute armatures, r, and r.. ff are permanent horse-shoe 
magnets connected together by rods of non-magnetic metal, 
h and h, (fig. 2), and pivoted at g and g, (lig. 5). Ihe 
horse-shoe magnets, ff, are so arranged with reference to the 
armatures, ¢., ra, that the latter can move to and fre between 
the poles of these magnets. In fig. 2, 1 and n are spiral 
springs attached to a rod, A, and plates, d'and ¢, which tend 
to constantly draw the horse-shoe magnets in one directton. 
On the rod A, are placed adjusting screws, ?, by which the 
position of the horse-shoe magnets ean be regulated. l'o 
limit the play of the armatures, ¢, and ¢,, metal piece, 
attached tor, the movement of which ts controlled by two 
insulated contact screws, fr, (fig. 1). 
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It will be seen that the whole arrangement of the 
Ebel relay is very compact, and as the moving parts are 
very light, and the amount of iron to be rendered magnetic 
by the working current very small, the probabilities of its 
working at a high speed are very great. 

The Post-office standard relay will give perfect signals 
when worked with one-third of a milliampere of current 
(one Daniell cell through 3,000 ohms, approximately), and 
we think that the Ebel relay should do as equally well as 
this. 

Altogether the advantages which the inventor claims 
for his relay are not, we consider, exaggerated. 


RATIONAL CONCEPTION. OF THE 
NATURE AND THE PROPAGATION 
OF ELECTRICITY. 


DEDUCED :—1. FROM THE CONSIDERATION OF THE POTEN- 
TIAL ENERGY OF ETHEREAL MATTER ASSOCIATED 
WITH PONDERABLE MATTER. 2. FROM THE MODE or 
PROPUCTION AND OF TRANSMISSION OF WorK Accon- 
PANYING THE VARIATIONS OF THIS ENERGY. (Con- 
tinued.) 


By M. A. LEDIET. 


VI. Our inductions may be summed tp thus :— 

1. The complete molecules of every body must be regarded 
each as an aggregate of ponderable atoms, and of ethereal 
atoms, both vibrating in relation to a system of axes passing 
by the centre of gravity of the aggregate, whilst the system 
itself oscillates with reference to an imaginary solid concern- 
ing the centres of gravity of all the molecules of the body. 
The ethereal atoms of each molecule form to a greater or less 
extent a sort of atmosphere around its ponderable nucleus. 
This atmosphere is independent of the cosmic ether which 
plays in the molecular interstices of the body. 

2. The ponderable atoms have, by pairs, their mutual 


actions equal to » n° f (7) ; mm’ representing the masses, 
and / the distances. 

3. The ethereal atoms have all an identical mass, y, 
excessively small, with reference to those of the ponderable 
atoms. The expression of their mutual dynamic connection 
is zp’ (/); and the law of the reciprocal actions which 
associate them to the ponderable atoms is represented by 
myF¥(/). By reason of the smallness of m u, the function 
F (/) must, at least for certain values of 7, he considerable 
with reference to the two other functions of distance 
above f (7) and ¢ (7). This capital supposition is necessary 
to explain the powerful effects which are produced between 
the ponderable matter and the ethereal matter. | 

4, Each complete molecule has constantly its physico- 
chemical modality mechanically specified by its actual energy 
and its fota/ potential energy. 

The former À of these energies is of the known form, 

(1) uv, 
vy and », being the velocities at once vibratory and oscillatory, 
of the different kinds of atoms, with reference to the 
imaginary solid above mentioned, or their residual velocities 


oe reference to the rest or the motion of the whole of the 


On its part, the fofa/ potenti:] energy, pr, of the complete 


Molecule, has its value constituted by the aid of functions of 


forces, and represented by 


(2) f rie 

| — | | pe” (/) d — f 
[= mi f /) 
The constants, € and «, are such that the smallest possible 
vaine of p may 0, at the same time that each term between 
brackets is itself null. 

If we wish to have the potential energy of an entire body, 
We must consider correlatively with the p of each moleente 
teertain sum, sx, of functions of forces, each corresponding 
fo the reciprocal actions between each atom of the moleente 
Mm question and all atoms of the surrounding molecules. 


Hence we have tor this enerry= 


(3) > 


The constant. c. stiould be su Chut When comomed wit 
the constants ©! } 11 aunui: the smaliest possi vai 
OÙ y. | 

VII. The preceding: hypotheses and formute: veins we 
understood, w: revar’ th temperator : Comme 
molecule of à body as characterised by its actual eneryy. 1. 
the manner the chemicu! anc th later: ali 
electric state o! the molecuic is specified a who DV 
tota! potential energy, Bu detail! is chemical an 
latent thermic condition appears trom the first of the term. 
between brackets in the expression for p. We eal! this firs 
term the ponderabis potentia energy of the entire molecuic, 
On the other hand. the electric condition depends on tl 
second of the terms 11 question. This second term of tt 
expression of P measures the potential energy «of th 
ethereal matter associated with the ponderabl: matter © 
the molecule. 

Otherwise the physico-chemical modality of the totality 4 
a body is principally specified bv the modalities of its severa 
molecules. IJt is further affected bv the respective situation 
of the molecules for these situations in the term + of th 
formula (3), and tells principally upon the latent heat © 
the system. 

In the foregoing we have implicitly considered the in- 
stantaneons values of the various energies studied. Let u- 
now attend to their successive values. When the sneressiy 
values attached to each molecule of a body remain constan: 
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rated with them. Liquids are good conductors and must 
be guarded against. The smallest particle of juice, or sweat, 
on anything, when of higher age, will show its presence. 
The age of a substance here must not be taken to mean 
the time it has existed as such, but that age which the vege- 
table or animal that may be its source had when its connec- 
tion with that source was severed. A leaf may be two 
months old, but it shows the age of the tree; a drop of 
milk, that of the cow. I have permitted myself to call this 
“organic age ;” but as we have nothing to do with any 
other kind here the word “age” must always be taken 
in this sense. Any part of an organism, any seed, fruit, 
secretion, or any part or product whatever, has the same 
organic age as its source. The age of vegetables counts 
from the time they sprang from seed. Those propagated 
from roots or cuttings have the age as the original. A 
potato showed between 800 and 900 years. The age of 
animals corresponds with what is commonly termed so; but 
new-born young have the same organic age as the mother. 
This age-telling property of organisms does not seem 
to be destroyed by time. To what extent chemical changes 
does it I cannot say. Considerably decayed wood retains 
it. Some kerosene, which caused the discovery of the age- 
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telling property of liquids, showed constantly eight years ; 
but this might have been due to some foreign substance. 

It is, of course, plain to all, that the interruption of the 
oscillations has nothing to do with our civil year as it 
is divided off in the almanac, but with a natural year. A 
natural year in our zone consists of an increase, a culmina- 
tion, and a decrease of the solar influence. It is the 
number of those annual culminations to which an organism 
has been exposed during life that is shown. In case of 
annual plants, grown during the increase or decrease, they 
will show a year though they have not been exposed to the 
maximum influence of the sun. So with animals less than 
a year old. The oscillations generally cease very abruptly, 
but when a considerable fraction of a year remains un- 
counted, there is often a gradual subsidence into a pause. 
How it is with organisms under the equator, where the 
sun passes twice a year, I do not know. But a knowledge 
of it would throw some light on this question. 


That the sun has great influence on plants all know; but 
that it should have so great an influence on animals that 
each annual increase, culmination, and decrease of that 
influence should be registered in their organisms, will seem 
to many a great heresy. The sun, however, has more 
power than is generally supposed. Many persons will know 
that they do not feel the same under its decrease and 
increase. They do not seem to be the same persons in the 
autumn and in the spring, everything else being equal. The 
influence of the sun pervades all nature, and reaches life, 
both animal and vegetable, in recesses completely hidden 
from its rays. 


EBEL’S PATENT RELAY. 


Tue advantages which are claimed for this relay, are :— 
1. Simplicity. 2. Compact arrangement of the whole, and 
consequently the cheapness with which it may be manu- 
factured. 3. Extreme sensitiveness. 

Fig. 4 is a general view of the instrument, and figs. 1, 2, 
and 3, show the arrangement of the same. In fig. 3, a isa 
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bobbin of insulated wire, in which is placed a soft iron com- 
pound core consisting of à, c,¢., and ¢;. 6 is a tube, in the 
centre of which is placed a rod, or bar, c (made of extreme 
lightness), oscillating freely upon pivots in ¢, and¢,. On 
each end of rod, or bar, ¢,, are attached prolongations which 
constitute armatures, ¢, and c.. ff are permanent horse-shoe 
magnets connected together by rods of non-magnetic metal, 
h and h, (fig. 2), and pivoted at g and 9, (fig. 3). The 
horse-shoe magnets, ff, are so arranged with reference to the 
armatures, €, ¢;, that the latter can move to and fro between 
the poles of these magnets. In fig. 2, 7 and 7 are spiral 
springs attached to a rod, h, and plates, d and e, which tend 
to constantly draw the horse-shoe magnets in one direction. 
On the rod 4, are placed adjusting screws, à, by which the 
position of the horse-shoe magnets can be regulated. To 
limit the play of the armatures, c, and c;, a metal piece, ¢,, 1 
attached to c,, the movement of which is controlled by two 
insulated contact screws, k, 4 (fig. 1). 
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It will be seen that the whole arrangement of the 
Ebel relay is very compact, and as the moving parts are 
very light, and the amount of iron to be rendered magnetic 
by the working current very small, the probabilities of its 
working at a high speed are very great. 

The Post-office standard relay will give perfect signals 
when worked with one-third of a milliampére of current 
(one Daniell cell through 3,000 ohms, approximately), and 
we think that the Ebel relay should do as equally well as 
this. 

Altogether the advantages which the inventor claims 
for his relay are not, we consider, exaggerated. 


RATIONAL CONCEPTION OF THE 
NATURE AND THE PROPAGATION 
OF ELECTRICITY. 


DEDUCED :—1. FROM THE CONSIDERATION OF THE POTEN- 
TIAL ENERGY OF ETHEREAL MATTER ASSOCIATED 
WITH PONDERABLE MATTER. 2. FROM THE MODE OF 
PRODUCTION AND OF TRANSMISSION OF WORK Accom- 
PANYING THE VARIATIONS OF THIS ENERGY. (Con- 
tinued.) 


By M. A. LEDIEU. 


VI. Our inductions may be summed tp thus :— 

1. The complete molecules of every body must be regarded 
each as an aggregate of ponderable atoms, and of ethereal 
atoms, both vibrating in relation to a system of axes passing 
by the centre of gravity of the aggregate, whilst the system 
itself oscillates with reference to an imaginary solid concern- 
ing the centres of gravity of all the molecules of the body. 
The ethereal atoms of each molecule form to a greater or less 
extent a sort of atmosphere around its ponderable nucleus. 
This atmosphere is independent of the cosmic ether which 
plays in the molecular interstices of the body. 

2. The ponderable atoms have, by pairs, their mutual 
actions equal to m m' f (1) ; mm’ representing the masses, 
and / the distances. 

3. The ethereal atoms have all “an identical mass, y, 
excessively small, with reference to those of the ponderable 
atoms. The expression of their mutual dynamic connection 
is p’ > (/) ; and the law of the reciprocal actions which 
associate them to the ponderable atoms is represented by 
mp,¥F(/). By reason of the smallness of m y, the function 
F (/) must, at least for certain values of /, he considerable 
with reference to the two other functions of distance 
above f (7) and ¢ (7). This capital supposition is necessary 
to explain the powerful effects which are produced between 
the ponderable matter and the ethereal matter. 

4. Each complete molecule has constantly its physico- 
chemical modality mechanically specified by its actual energy 
and its total potential energy. 

The former a of these energies is of the known form, 


(1) A=ÈMY + su’, 


v and », being the velocities at once vibratory and oscillatory, 
of the different kinds of atoms, with reference to the 
imaginary solid above mentioned, or their residual velocities 
with reference to the rest or the motion of the whole of the 


On its part, the /otal potential energy, P, of the complete 
molecule, has its value constituted by the aid of functions of 
forces, and represented by 


P= {¢,—f[smm'F(D aT] 


(Dan 


The constants, c, and ¢,, are such that the smallest possible 
value of P may = 0, at the same time that each term between 
brackets is itself null. 

If we wish to have the potential energy of an entire body, 
we must consider correlatively with the P of each molecule 
a certain sum, sz, of functions of forces, each corresponding 
to the reciprocal actions between each atom of the molecule 
in question and all atoms of the surrounding molecules. 


Hence we have for this energy— | 
(3) 


The constant, c, should be such that when combined with 
> constants of P it annuls the smallest possible value 
of p. 

VII. The preceding hypotheses and formule being well 
understood, we regard the temperature of each complete 
molecule of a body as characterised by its actual energy. In 
the same manner the chemical and the latent thermic and 
electric state of the molecule is specified as a whole by its 
total potential energy, Pp. But in detail its chemical and 
latent thermic condition appears from the first of the terms 
between brackets in the expression for Pp. We call this first 
term the ponderable potential energy of the entire molecule. 
On the other hand, the electric condition depends on the 
second of the terms in question. This second term of the 
expression of P measures the potential energy of the 
ethereal matter associated with the ponderable matter of 
the molecule. 

Otherwise the physico-chemical modality of the totality of 
a body is principally specified by the modalities of its several 
molecules. It is further affected by the respective situations 
of the molecules for these situations in the term a of the 
formula (3), and tells principally upon the latent heat of 
the system. 

In the foregoing we have implicitly considered the in- 
stantaneous values of the various energies studied. Let us 
now attend to their successive values. When the successive 
values attached to each molecule of a body remain constant 
or oscillate slightly around a fixed mean we say that the 
physico-chemical modality of the body is permanent. This 
permanence may be either uniform or not according as there 
is an equality or inequality of the values in question for all the 
molecules of the body. The first case requires that the body 
should be so isolated as to escape the atomic forces of every 
strange system. The second case is met with when these 
forces make themselves felt and exert themselves according 
to a certain correlation. When this correlation is deficient 
the physico-chemical modality of the body becomes variable. 
In general the variability affects the modality of each mole- 
cule; there is besides a radical modification of this latter 
modality if chemical phenomena occur. 

VIII. In fine, electricity, like heat and light, cannot be 
regarded as a special agent ruled by an especial mechanics. 
As a phenomenal cause, it is simply the potential energy of 
the ether associated with ponderable matter, especially in the 
form of atmospheres surrounding the molecules. This sort 
of energy, with which no one hitherto seems to have engaged 
himself, includes the secret of all electrical effects. Its 
variations owe their mechanical power to the greatness of 
F (/), pointed out in VI.,which compensates for the common 
mass, p, Of the atoms of ether. It has, as an appendage, the 
portion of the potential energy of the ponderable matter 
which constitutes principally the latent heat, in the same 
mannér as the sensible heat reveals the residual vis viva of 
the ponderable and ethereal atoms, and as the radiant light 
and heat reside in the vibrations of the free cosmic ether 
undulating across the celestial spaces or through the molecular 
interstices of ponderable bodies. 

When a body is brought in contact with one or with 
several other systems so that it feels their influence in one 
of the manners indicated in VII., a series of modifications 
of the, various energies may ensue, and especially a varia- 
tion of the ethero-ponderable energy, producing work in the 
appearance of electricity, including discharges. This last 
variation may ensue in part from a change in the number 
of the ethereal atoms constituting the molecular atmospheres, 
either borrowing from or restoring to the inexhaustible stock 
which forms the cosmic ether. The said functions are in 
principle concomitant. 

IX. Let us now study the propagation of electricity 
according to our views. To this end we will first discuss 
the transmission of heat according to thermodynamics. 

There mechanical work is propagated, and there is con- 
stantly a difference between place and place in the thermic 
condition of the body with local permanence if the trans- 
mission is regular. In every case the body is merely a 
simple conductor of energy, and the phenomenon is only 
effected in virtue of a difference (A, — A,) between the 
actual energies A, and A peculiar to each molecule by groups 
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to the parts of the conductor in contact, the one with a hot 
and the other with a cold system. 

The theory of Fourier associates itself completely to our 
new interpretation. It is sufficient for this purpose to join 
to the special hypotheses of this theory the possibility of 
considering certain differences as infinitely small ones of 
the first or the second order. . 

What we have just said concerning the transmission of 
heat is applicable, word for word, to the propagation of 
electricity. We need only substitute the consideration of the 
gang ethero-ponderable energies of successive molecules 
or the consideration of their actual energies. The electric 
current consists in a simple transport of mechanical work, 
w, and the fall of the electric potential corresponds to a 
difference (7, — »,) between the potential ethero-ponderable 
energies, p. and p,, proper to each molecule per group in two 
— parts of the conductor. 

. The general mode of the apparent production and 
transmission of electricity, which we have just indicated, is 
merely a particular case of a much larger question and which 
forms an indispensable corrollary of the great law of the con- 
servation of energies. We wish to speak of the transforma- 
tion and propagation of energies in the most universal case. 
From the transmission of the work of total movement 
through the supposed rigid parts of a piece of mechanism 
we must conceive that this work is propagated only by the 
intervention of the ponderable potential energies of the said 
parts, giving rise to phenomena of elasticity. 

On the other hand, in the well-known experiment of a 
series of ivory balls suspended to the same horizontal rod, 
the vis viva of the total movement of the first ball is trans- 
mitted to the last, by the aid of the ponderable potential 
energies of all the intermediate balls. These, as it is known, 
remain as a whole at rest, and form thus a true conductor 
of work. There is here a striking analogy with that 
which takes place according to our theory in the propagation 
of electricity. It is sufficient to reduce, in thought, the 
balls to simple molecules with an ethereal atmosphere, and 
to imagine that the potential ethero-ponderable energies are 
alone in play. 

XI. According to us the only electric magnitude which 
has a real mechanical signification is the work of the current, 
w. But, according to 111, and IX., we have for ¢ = t, and 
putting © = :e— 


V Pa — x = 


?: — x Pn, v 
| Vin 

Hence the intensity of the current and the electromotive 

force of the circuit will be nothing but the roots of certain 

quantities of mechanical work, multiplied or divided by 

certain co-efficients. 

With these interpretations of the electric magnitudes, 
#4, e, r, We may preserve the greater part of the formule 
already acquired ; the experimental establishment and veri- 
fication of these formule merely need to be dealt with 
according to their true mechanical signification—Comptes 
Rendus, XCV., p. 753. 


THE TRANSMISSION OF POWER TO A 
DISTANCE, AND THE EXPERIMENTS 
AT MIESBACH-MUNICH. 


THE exaggerated figures which have been given by M. 
Marcel Deprez to estimate the electric return in his experi- 
ments on the transmission of power between Miesbach and 
Munich have not been accepted without protestation by a 
certain number of scientific periodicals ; these protes- 
tations are produced also in the midst of the Scientific 
Societies: at the Académie des Sciences, at the Société 
Française de Physique, by M. Cabanellas (see the ELEC- 
TRICAL REVIEW of last week); and at the Society of 
Telegraph Engineers and of Electricians, by Professor 
Forbes, at the meeting of the 9th November. 


M. Marcel Deprez thought proper to reply to certain 
objections, and to prevent others, by addressing a letter 
to La Luinière Electrique, a letter inserted in extenso in the 
November 11th number of that journal. 

M. Marcel Deprez answers indeed victoriously certain 
puerile objections, but he leaves completely in shadow and 
silence those which it was most difficult and, consequently 
most necessary to contest and reduce to nothing. 

According to M. Marcel Deprez’s letter, Professor Kittler 
would have measured, at his request, the fraction of the 
current lost along the line before he determined to make this 
difficult experiment. According to M. Kittler, the intensity 
of the current being represented by 1 at Miesbach, was still 
higher than 0 98 at Munich. 

Here is an ambiguity which leads to singular mistakes, 
If the insulation experiments of M. Kittler were made before 
M. Marcel Deprez determined to make the experiment on the 
transmission of power, how could one conclude from it that 
the loss upon the line was only two per cent. during the experi- 
ment with currents of several thousand volts ? This result 
is the less acceptable as M. Marcel Deprez admits in another 
ey of his letter that it rained almost without interruption 

or twelve days at the time of the first experiment. The 
return was measured by taking directly the electromotive 
force of the machines and the intensity of the current at 
Miesbach and at Munich; its value is sensibly found in agree- 
ment with that derived from the relation of the speeds, which 
shows that the loss of the line was inappreciable. It cannot 
be too much regretted that M. Marcel Deprez neglected, in 
his long letter, to give us these interesting figures ; it is 
certain that they would have silenced all discussion, and that 
they alone would give the true value of the electric return of 
60 per cent. so much disputed. By accepting the figures 
given by the Bulletin de la Compagnie Internationale des 
Teléphones, in which all loss by conductors is ignored, the 
difference of potential at the terminals of the generator is 
2,100 volts and the current 0°5 ampéres. 

The electric energy furnished by this machine, disposable 
in the external circuit, is equal to 


EI 2,100 x 0°5 
9°81 


There may be added to this figure that of the heating of the 
generator: resistance, 470 ohms; current, 0°5 amperes. 
Its value in kilogrammetres is— 
470 X 0°5° 
9°31 9°81 
The generator transforms, therefore, into electricity, a power 


== 107 kilogrammetres per second. 


— 12 kilogrammetres per second. 


equal to 107 + 12 — 119 kilogrammetres per second. 


And as one obtains only 38 at its destination, the return 
does not exceed 


29 per cent. 


This theoretical inference seems in accordance with one 
figure given by M. Marcel Deprez, who agrees that the 
estimated industrial return does not exceed 30 per cent. 

We do not know whether the figures given by the 
Bulletin de la Compagnie Générale des Téléphones are 
correct or not, whether they emanate from the Commission 
of Experiments, or from interested persons, but whatever be 
their origin, we should like to be certain as to their value. 
Ten lines of volts and ampéres, very accurately measured, 
would have assured us better than M. Marcel Deprez’s letter 
of four columns, filled more with assertions than figures. 
When shall we have the Official Report ? 


E. HOSPITALIER. 


An ELeEctricaL TRAMWay.—We notice that experiments 
have recently been privately made on the Giant’s Causeway- 
Portrush tramway. It is said that several runs were trie 
of over a mile distance, the speed attained being ten miles 
an hour. We do not know how many carriages were used, 
or what weight was carried. The motion is described as 
being pleasant and without vibration. ; 
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CORRESPONDENCE. 


PROVIDING EARTH CONNECTIONS FOR 
ELECTRIC CURRENTS. 


To the Editors of THE ELECTRICAL REVIEW. 


Sirs,—Abstract of Published Specifications, 1367, by 
A. E. Dolbear, in your issue of November 11th. As far 
as I understand this the claim is for a system of connecting 
“earth plates” (called here “ ground”) that has been in 
constant practice these last ten years: When the railway 
block system came in force eight to ten years ago, it was 
the order of the day then to provide a separate “ earth ” for 
each block wire. You will readily believe that if more than 
one block wire was on the same “earth” any accident 
occurring to it might lead to serious consequences, so it was 
necessary then in practice to find perfect “ earth” for each 
wire separately. To do this and get “earths” of equal 
potential it was sometimes necessary to run a wire over a 
mile in length. But it would now seem that it was left for 
the inventive masters of this year to apply for letters patent 
for so common a practice. 

As far as telephone companies are concerned I fear the 
finding of separate “earth” for each wire would be as diffi- 
cult from a financial point of view as it would be to insulate 
them in the same water from an electrical point of view. 
Query: can it be said of two plates conveying an electric 
current into the same water that they are insulated from 
each other by being simply separated ? If so what becomes 
of the theory lately made so much of, viz., signalling through 
water without the aid of wire. | 

I may just add that at present I am intimately connected 
with an “earth” that is not directly in the water nor the 
sea, on which there are about 400 different telephones con- 
nected with wires of all lengths from 100 yards to 25 miles, 
and working perfectly. Yours truly, 


DENSHIN. 


ON INDUCTION. 3 
To the Editors of THE ELECTRICAL REVIEW. 


GENTLEMEN,—In your issue for July 22nd, 1882, is given 
an account of the very interesting results of Mr. Willoughby 
Smith on “Induction.” In some experiments performed 


last spring regarding the effect of interposed plates of metal 
on the inductive action between two parallel circuits, I 
noticed one or two facts which are perhaps worth mention- 
ing in connection with Mr. Smith’s results. It appears from 
the tables given that the “per cent. of inductive energy 
intercepted,” as it is termed, increases with the rapidity of 
reversal of the current. These results, as shown by the use 
of the galvanometer, explain an interesting fact noticed when 
a magneto-telephone is placed in the secondary coil, and a 
circuit-breaker, as the vibrating reed of an induction coil, 
in the primary circuit. Under these circumstances the 
introduction of a plate of metal between the two parallel 
coils causes, as is well known, a considerable diminution in 
the intensity of the sound produced ; but it is also notice- 
able that the harsh higher partials of the tone caused by the 
interrupter disappear far more i ged than the lower 
overtones and the fundamental. The same effect may be 
noticed with the voice if a microphone transmitter is sub- 
stituted for the vibrating reed. 

I am inclined to think that in the closing paragraph of 
the article referred to you underrate the value of lead in 
diminishing induction effects. If a plate of lead is placed 
between two parallel coils, with a battery and circuit-breaker 
in one circuit, and a magneto-receiver in the other, there is 
a very noticeable diminution of sound produced by the lead 
plate ; although this is much less than with sheets of brass 
or copper, or than when a completely closed spare circuit of 
copper wire is placed within or between the two coils. 
Moreover, experiments with an underground cable, con- 
structed by the American Bell Telephone Company for 
experimental purposes, show that the lead pipe in which it is 
enclosed exerts a large effect in diminishing induction from 
wire to wire. 

The comparative inefficiency of the tin, or lead-foil 
covering frequently used to envelope separate and parallel 
telephone wires, must arise largely from the small mass, and 
consequent high resistance of, the foil. The application of 
the foil arose at first, I imagine, from the idea that electro- 
dynamic induction, like ordinary electro-static induction, 
could be avoided by separating the two circuits by a com- 
pletely closed wall of any conducting substance, without 
much reference to its resistance ; so that a telephone wire 
could be entirely protected by the same means used to = 
tect an electrometer from inductive disturbances. But 
although with a sheet of no resistance this would be the 
case, it is practically far from true when thin tin-foil is used. 
With the rapidly-varying telephonic currents, the resistance 
of the sheet becomes a very important factor, and even a 
spare circuit wire forms a better “induction shield” than 


the thin foil coating. 
CHAS. R. CROSS. 


Massachusetts Institute of Technology, Boston, 
Oclober 30th, 1882. 


DANGERS OF ELECTRIC LIGHTING. 
To the Editors of Tue Eectrica REVIEW. 


Srrs,—So much has been written on the above subject, 
and such fears have been engendered in the minds of many 
who otherwise would be glad to adopt a system of electric 
lighting, that a few remarks tending to allay such fears, may 
not be deemed unworthy of a space in your valuable 
journal. 

That there is some danger is as undeniable as that equal, 
if not greater, danger exists in the use of any other illumi- 
nant ; but I maintain that with the most ordinary care, and 
under the supervision of a practical electrician, the danger 
attending electric lighting is far less than that attending 
any other system of lighting, and where danger exists the 
fault would lie with the engineer. 

I have seen many installations in London and in the pro- 
vinces, and have been surprised at the rough and careless 
manner in which the wires have been run, and still more 
surprised to find that the engineer could see no faults in the 
work nor recognise sourcesjof danger. Herein lies one of 
the chief sources of danger in electric lighting: the em- 
ployment of men who have no practical experience of wire 
running and joint making, &c. An electrical engineer 
should be a man who, with a good knowledge of electrical 
science, can not only supervise but who can give such prac- 
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tical instruction (by personal illustration) to those under 
him that there can be no chance of careless work. 

Given such a man and the danger absolutely ceases to 
exist. 

The public have really nothing to fear ; the majority of 
the accidents that have been brought so prominently before 
them have been caused by bad workmanship or palpable 
carelessness consequent on the introduction of a new scheme 
and a limited knowledge of details. I cannot but think that 
the many letters which have from time to time appeared on 
this subject have not been prompted by entirely disinterested 
motives. 

I am confident that electricians will agree that there are 
few, if any, instances on record of damage done or life lost 
by electric lighting which cannot be traced to inferior con- 
struction, and the public may rest well assured that the 
various companies are now fully aware of the importance of 
giving attention to the smallest detail of construction and 
will take every precaution to guard against the slightest 
chance of danger to life and property. 

Yours 


November 20th, 1882. 


BERTHOULD, BOREL AND COMPANY'S ELEC- 
TRIC CABLES. 


To the Editors of Tue ELECTRICAL REVIEW. 


Srrs,—With reference to the article on these cables in 
your issue of the 11th instant, will you permit us (as the sole 
representatives of the manufacturers in this country) to offer 
the following remarks. 

The manufacturers have introduced considerable changes 
in their process of late ; and their cables widely differ from 
those you speak of as Mr. Marshall’s. Parafline is now no 
longer used, but instead a new insulating compound is 
employed. Further, the lead tube is not first formed, and 
then the wire drawn into it—as you describe by Marshall’s 
process—but the lead-covering and insulating material are 
put on simultaneously and automatically. 

With regard to time-tests, we can point to the fact that 
two years sgo a large quantity was placed in the marshy 
borders of the lake at Neufchâtel, and though covered only 
with a single sheathing of lead, has not deteriorated in 
the least during all that time, and tests show the insula- 
tion to be as perfect now as on the day the cables were 
laid. So confident are we of the durability of Messrs. 
Berthould, Borel and Company’s cable that we are willing to 
guarantee it for any reasonable number of years. 

Yours faithfully, 
J. T. ZORN, 
Acting Manager, 
The Electrical Trading Company (Limited). 


[Our correspondent does not appear to have read carefully 
our remarks as applied to Mr. Marshall. The Windsor Park 
experiment referred to in our article proves most conclusively 
that under certain conditions a lead protecting covering 
would undoubtedly decay, and we cannot see that there is 
any peculiarity in the Berthould-Borel cables which could 
absolutely prevent such deterioration.—Eps. ELEC. REv.] 


QUERIES. 
To the Editors of Tue ELECTRICAL REVIEW. 


DEAR Srrs,—I should be much obliged if, in the columns 
of your valuable journal, you could kindly answer the fol- 
lowing questions :— 

What is the distance between the poles on a G. P. O. 
telegraph line on which a twisted telephone circuit is 
arranged ? In which book can I fully study the laws which 
govern the lines of magnetic force and the theory of dynamo- 
electric machines based on these lines ? 

In explaining the induction of a conductor traversed by 
a galvanic current upon a neighbouring closed circuit, most 
text-books, as far as my knowledge extends, state that in 
the latter one induced current is produced. In order to 
eliminate induction from a telegraph wire on a telephone 
circuit, a complete metallic circuit is used, and induction is 
eliminated by {wo induced currents in the telephone loop 


which neutralise each other—one current in each wire— 
being both of the same direction relative to the primary, 
but of opposite direction relative to each other. How must 
I explain the production of these currents in accordance 
with the statements of the text-books ? An exposition of 
these induction currents with special regard to their occur- 
rence in telephone circuits would be very acceptable to your 
“novice readers.” Perhaps you can recommend some book 
which treats of this question? Yours respectfully, 


FRAGVIS. 
Sweden, Kapparberg, November 17th, 1882. 


[We will endeavour to reply fully to our correspondent’s 
queries in our next issue.—Eps. ELEC. REv.] 


ELECTRICAL ENGINEERING CLASSES. 
To the Editors of Tue ELECTRICAL REVIEW. 


DEAR Strs,—I see by your last issue that you desire to 
hear the opinions of students on the various courses of 
electrical engineering which they are attending. 

As a student at the City and Guilds of London Institute 
I beg to say that, in my opinion, the /ecturcs are all that 
could be desired. But as regards the experiments, I am 
afraid there is much to complain of. In the first place the 
rooms are too crowded; indeed so much so that I have 
frequently spent an hour in unsuccessful endeavours to per- 
form an experiment. Secondly, the only assistance the 
student receives, as a rule, in carrying out the experiments 
is from the written instructions attached to the instruments, 
which are ofttimes too vague to be understood by the 
“beginner.” As regards electrical tables and formule, as 
far as I can recollect, no attention has yet been paid to these 
subjects. No “home lessons” are given to the students to 
prepare. With reference to your last query, the lectures are 
very fully illustrated by experiments, but on account of the 
crowded attendance they are invisible to a large proportion 
of the students present. 

In conclusion I might state that I should be all the more 
pleased if greater attention was paid to the construction of 
machines, lamps, &c., as a mere knowledge of the theory can 
be obtained from any text-book on electric lighting. 

I remain, dear Sirs, your faithfully, 
F. W. F. 

London, November 21st, 1882. 


ELECTRICAL TRICYCLES. 
To the Editors of THE ELECTRICAL REVIEW. 


SIRS,;—I have read with much interest your article on 
Messrs. Ayrton and Perry’s new electric tricycle, but I have 
looked in vain to see that any provision has been made to 
comply with the Locomotives (Roads) Act. 

The introduction of foot-treadles would not suffice, as 
from the description it would appear that the tricycle could 
travel on level roads without their use, and would therefore 
be an infringement of the Act as laid down in Parkyns v. 
Priest. I think for the protection of the public that this 
matter should be thoroughly thrashed out, as the wser and 
not the inventor is made the victim of the £10 penalty. 


Yours, &c., 
CHANCERY LANE. 


TELEPHONE COMPANIES AND OVERHEAD WIRES.—We 
understand that for some time the local telephone company 
and the Birmingham Corporation have been in communication 
as to putting the wires underground, and that very shortly 
the work of placing telegraph wires below the streets will be 
begun. The company’s representatives say they have always 
endeavoured to fix their overhead wires so as to enable 
them to resist any gale of wind which may attack them, but 
while well assured as to their safety they feel that the time 
has arrived when an effort should be made to avoid the 
necessity for extending their overhead system. The fire 
which recently occurred in Manchester, and damaged the 
overhead wires, is an argument in favour of the telephone 
company’s desires. 
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NOTES. 


Notice TO READERS.—Subscribers are hereby notified that 
in future the supply of back numbers of the ELectricar 
REVIEW cannot be guaranteed by the publisher; it is 
therefore expedient that those who desire to complete their 
sets should do so at the first convenient opportunity. The 
publisher also desires to give notice that after December 
next all copies dated six or more months previously will be 
supplied only at enhanced prices, that is to say, 4d. numbers 
will be charged 6d., and others at similarly advanced rates. 


FRENCH Puysicat Socrety.—The first meeting of the 
French Physical Society, after its vacation in August, Sep- 
tember, and October, took place on November 3rd, under the 
presidency of M. Gernez. 

M. Jablochkoff presented two forms of his Ecliptic motor, 
of which we gave the description in an October number of 
the ELECTRICAL REVIEW. ” 

M. Berson gave the results of his studies on the influence 
of temperature upon magnetisation in iron, steel, nickel, and 
cobalt. He places for this purpose the bar to be tested in a 
constant magnetic field at various temperatures and com- 
pares its magnetic moments by the Gauss method. 

His apparatus consists of a Bunsen pile of from six to 
ten elements, from which the current, after having passed 
through a commutator, traverses a rheostat of retort carbon 
and then passes through the bobbin which serves to produce 
the magnetic field. A galvanometer, inserted in a derivation, 
allows of keeping this current constant. In the magnetising 
bobbin is placed the bar, which acts on a small declination 
needle suspended by a thread of cotton in the interior of 
a copper cage. The derivations are read by means of a 
mirror and scale. 

The magnetising bobbin, which must bear high tempera- 
tures, consists of a coiled wire, the coils of which do not 
touch each other, upon a glass core embedded in plaster. 
The whole is placed in a copper stove and heated by a gas- 
lamp. The temperature, which is kept constant as long as 

ossible, is measured by means of a thermometer which dips 
into the stove. 

The following are some of the results obtained :— 

In iron, magnetisation is almost independent of the 
temperature. However, total and temporary magnetisations 
increase up to 260°, then decrease, whilst permanent mag- 
netisation diminishes very slightly. 

In steel, total magnetisation increases at first, reaches a 
maximum at 260°, and then decreases ; temporary magne- 
tisation follows the same course ; permanent magnetisation 
gives a maximum at about 240°. Variations of tempera- 
ture during the experiment have an influence upon magne- 
tisation, which increases under these conditions. 

If one raises the temperature of a bar magnetised when 
cold, its magnetisation diminishes; it is the same if one 
cools a bar magnetised under heat. If it is tempered it 
preserves a greater magnetic moment than if it had been 
made at a low temperature. 

In nickel, total magnetisation increases slowly up to 240°, 
and, after 280°, diminishes very rapidly, and disappears 
entirely at about 330°. Nickel magnetised at a low 
temperature, and heated to 330°, loses all magnetisation ; if, 
on the contrary, it is magnetised at 280°, and then slowly 
cooled, its magnetic moment first increases, then diminishes 
towards the ordinary temperature, but finally remains 
greater than at the temperature of magnetisation. 

Cobalt behaves like steel. 

Apropos of this communication, M. Bouty signalises a 
work by M. Poloni, who has studied the magnetisation of 
steel at high temperatures and the distribution of magne- 
tism in a heated bar. 


ELECTRICAL SCIENCE ABROAD.—A correspondent, writing 
from Monte Video, says :—‘I would call attention to the 
following paragraph in ‘ Schwendler’s Testing Instructions,’ 
Vol. I., page 181 : ‘ This difference will be greatest when the 
resistance of the fault is considerable, and it is situated much 
nearer to the distant than to the testing station, WHICH MAY 
BE RECOGNISED by the fact of the distant station being able 


to RECEIVE signals much better than the testing station,’ 
Although from an a priori consideration one might be led to 
accept this statement as correct, it is nevertheless not borne 
out by calculation (not even by calculations based on the 
example he gives on page 184, where 


The resistance of the instrument, say, = 4,757 ohms. 


whole line ,, — 4,626 ,, 
” T re 3,998 ” 
” y eases 625 ” 
fault (2) » ==1,002 ,, ) 


Nor does it agree with the following extract, from the pen 
of Prof. Ayrton: ‘The station at the worse insulated end 
of the line requires LESS battery power than the station at 
the other end of the line, in order that the current arriving 
ut both ends may be the same.’ My reason for bringing the 
subject before your notice is that 1 have been surprised to 
find the former view prevalent in quarters where I least 
expected, and where a little calculation would convince of 
the fallacy. 

“The Edison incandescent light has been established at 
the ‘ Confiteria del Gas,’ in Buenos Ayres, with great success. 
The American Brush Company have just made an experi- 
mental demonstration of their system in the same city, 
which, judging from the reports I have received, has also 
proved satisfactory. 

“The River Plate Telephone and Electric Light Com- 

any have commenced telephonic operations in this city, and, 
judging from the goodly number of wires leaving their 
central exchange, must be doing a very fair business, not- 
withstanding that their charge is somewhat high, viz., 
8°00 dols. (eight dollars) per month.” 


THe Mutuat Union TELEGRAPH COMPANY.—From the 
New York press we cull the following information, which 
will doubtless prove interesting to those of our readers who 
in any way follow the course of events affecting the Atlantic 
cable business of this country. The New York Evening Post 
of the 39th ult. says :— 


To guard against the possibility that the present harmonious 
relations between the Western Union Telegraph Company and the 
Mutual Union Telegraph Company might be disturbed by some new 
moves on the part of Mr. Jay-Gould, stockholders of the latter 
company are now placing in trust, for five years, the voting power of 
a majority of its stock. The trustees are Mr. George F. Baker, 
President of the First National Bank; Mr. George William Ballou, 
banker, of No. 14, Wall Street; and Mr. Asa P. Potter, of the 
Maverick National Bank of Boston. <A well-known trust company 
will be made the custodian of the stock-voting power. 


The New York Herald of the 31st ult. also remarks :— 


The trust of Messrs. Ballou, Baker, and Potter, will close when the 
majority of the stock shall have been deposited. The duration of the 
ring, according to a contract signed, sealed, and delivered, is to be 
five years. Since Saturday it had completed the needed amount of 
stock by the purchase of 11,000 shares. 

The intelligence of this important operation was received late in 
Wall Street and was the subject of much speculation, of the mental 
sort, however. The motive of the combination is said to be to insure 
the shareholders of the Mutual Union Telegraph against the danger 
of its falling into the hands of Jay-Gould or the Western Union 
Telegraph Company. It has been asserted over and over again that 
such was already the fact. Mr. Gould some time last spring trans- 
ferred 3,000,000 dols. of the stock to the latter company, and this 
strengthened the general suspicion that it would eventually absorb the 
whole property of its rival, as it had that of the Atlantic and Pacific 
and the American Union. Either the present movement sets at rest 
this suspicion, or it is simply a plan similar to that of which the sale 
of the ‘‘ nickel plate ’’ railroad was the outcome for concentrating the 
Mutual Union stock in the hands of a few, so that it may more 
readily be disposed of to its competitor at an exorbitant profit. This 
theory did not find many supporters last evening among the few 
speculators who at five o’clock had not yet left the ‘‘street.”” Mr. 
John G. Moore, the president of the Mutual Union, declared to a 
Herald reporter that the object which had been sought was to maintain 
the entire independence of the company. It would be conducted as 
it had been, as a competitor and not as an ally of the Western Union. 
It had been thus far the most successful enterprise of its kind that had 
ever been undertaken in this country. 


CaBLE REPAIRED.—The cable between St. Vincent and 
St. Lucia is repaired, restoring telegraphic communication 
with the islands of St. Vincent and Barbadoes. The cable 
between St. Vincent and Grenada is not yet repaired, and 
the cable between St. Croix and Trinidad is interrupted. 
Communication with Grenada, Trinidad, and British 
Guiana, is in consequence suspended. 
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“THe DEVELOPMENT OF ELECTRICITY AND THE SOLU- 
TION OF THE PROBLEM OF THE WIRES.”—This is the title of 
a pamphlet by H. R. Meyer, in which he advocates the 
general adoption of his patent permanent-way for electric 
conductors. The invention is thus described :— 

“It consists of slabs of earthenware, cement, glass, or 
other suitable material constructed with a scries of parallel 
grooves ; these slabs are laid end to end and the naked wires 
laid in the grooves, asphalt is then poured freely over the 
slabs and grooves, and the whole effectively insulates the 
wires. The grooves can be made large or small, and will 
accommodate indiscriminately large electric light rods or 
ribbons, or the smallest telephone wires. In order to 
economise space, tier above tier is laid of these slabs, and to 
further secure the wires from all possible injury, the whole 
can be laid in a strong cast-iron channel.” 

There is no reason why Mr. Meyer should not bring his 
system forward by any means in his power, although its 
success is doubtful; but he should avoid the scientific 
portion of the subject. He says, in speaking of copper 
ribbon :— 

“‘ There is one other point to be mentioned, viz. : That as 
electricity appears to travel on the surface of a conductor, 
the more surface is provided the less friction, or, as it is 
technically called, ‘ resistance,’ and consequent loss of power 
takes place. ‘Therefore a ribbon of copper, containing in 
section the same area of metal as a wire, will be a better 
conductor because of the larger surface it offers for the cur- 
rent to run on. But a ribbon presents technical difficulties 
in the insulating, and consequently with india-rubber or 
hemp, insulation is not practicable with that special sec- 
tion.” 

It is needless to comment on this paragraph as far as 
electricians are concerned, but it would have been well if 
Mr. Meyer had made himself acquainted with the relation 
of conductivity to sectional area of wires before presenting 
his pamphlet in a form which betrays the want of knowledge 
on the subject he advocates. If Mr. Meyer will take a tube 
of very thin copper, say, Ath of an inch in diameter and of 
a considerable length, and a solid rod of copper of the same 
diameter and length, he would find on measuring their 
respective resistances that the copper tube was considerabl 
higher in resistance than the rod, although it has both an 
outside and inside surface. 


THE EvEectric Ligut IN CoaL Mines.—Mr. Ellis Lever 
has offered to give a premium of £500 to any person who 
will invent the best portable electric lamp for use in coal 
mines. Mr. Burt, M.P., and Mr. Crawford, the Secretary of 
the Miners’ National Union, have put themselves in com- 
munication with Mr. Lever for the purpose of rendering 
him their assistance in awarding the premium and in pro- 
moting the object he has in view. 


DANGERS FROM Exposep ELECTRIC LIGHT Wires.— 
In our last issue we dealt with the many absurd stories that 
are floating about as to the dangers from electric light 
wires, and incidentally mentioned a communication addressed 
to the Times by A. I. C. E., the tone of which almost led 
us to imagine that theatrical managers had taken the writer 
into their confidence. The following letter has been sent 
to a contemporary :— 

Sir, —Referring to your article in to-night’s paper under the above 
heading, which is evidently pointed at me, let me inform you that 
your correspondent evidently knows nothing of my intentions as 
regards the use of the electric light in my forthcoming pantomime, 
and should not jump at conclusions and make assertions without 
previously having ascertained whether there is any truth in his 
remarks. I am, Sir, yours obediently, 


Avaustus Harris. 
Drury Lane Theatre, November 18th. 


Tue Execrric Ligut at DUNDEE. — Speaking of the 
attempt recently made to light New Commercial Street with 
the electric light supplied by 5 Brush lamps cf 2,000 
candle-power each, and placed one hundred yards apart, the 
local press says that the result of the experiment was some- 
what disappointing. “The three lamps furthest from the 
engine were considerably dimmer than the two next it, and 
these were only moderately brilliant.” 

On a second trial one of the local papers states that “ two 


of the lamps did not burn so brilliantly as the others, 
possibly owing to slightly defective connections, for in both 
cases the lamps beyond them were much brighter. The 
effect, though much superior to that produced by gas, is not 
such as was anticipated.” 

What a pity it is that these bad connections should 
be allowed to exist until found out by the representatives of 
the local press! This fault seems to be a common one with 
those responsible for the installations of the Brush system, 
Is it not possible to engage men conversant with the advan- 
tages of good joints, or is the high electromotive force 
of the Brush dynamo-electric machines deemed sufficient to 
allow of the passing over of such a slight matter as a 
bad connection ? 


Exectric Licutinc.—The Arbroath Town Council 
having considered the notifications sent them by several 
electric lighting companies, refuse concurrence, and remit to 
their Parliamentary Bill Committee to report on the whole 
matter, including the question of the Council asking for a 
Provisional Order. 

Tue Kilmarnock Town Council, at a special meeting on 
the matter of clectric lighting, agreed by a large majority 
not to take any action in the way of applying for powers. 


In consideration of the small probability of any electric 
lighting company applying for powers tv light Calverley, the 
Local Board, at last meeting, decided to take no steps towards 
applying for powers to supply electricity, and the proceed- 
ings of private companies are to be carefully watched. 


THE Swan Electric Lighting Company having addressed 
a circular to the Kirriemuir Town Council, the question of 
applying for a Provisional Order was discussed at their last 
meeting. As the price of gas is very high, a committee of 
the Council was appointed to wait on the gas company for 
the purpose of obtaining a reduction. If the request is not 
complied with, the electric light will be adopted. 


Tue electric light is being fitted up at some of the 
principal mines in the Furness district. Lamps are placed 
over the pit heads, and by their light mining can be carried 
on by night as well as by day. At the Ronhead Mines of 
Messrs. Kennedy Brothers, the offices, workshops, and stores 
are illuminated by the electric light. 

LEAMINGTON is to ask for a Provisional Order not only to 
supply electricity for lighting, but for “all available pur- 
poses.” In their last contract with the gas company 
the Corporation reserved the right to illuminate three of the 
main thoroughfares by electricity. 


THE Councillors of Peebles, at their last meeting, had 
a letter read from their brethren of Elgin, to the effect that 
burghs should be allowed to select any company they 
preferred in the event of their going in for the electric 
light. After deliberation it was agreed that the communi- 
cation should be on the table in the meantime, the Dean of 
Guild remarking that complaints regarding the high price of 
gas were numerous, 


THE Darlington Town Council, acting on the recommen- 
dation of their Gas Committee, are to apply to the Board of 
Trade for permission to supply electricity for public and 
private lighting. 

In reply to an inquiry by the Morecambe Local Board, 
the Giilcher Electric Light Company intimate that they 
have no intention of applying for an order for lighting their 
district. The notice calling a special meeting of the board 
to consider the question of electric lighting has been 
rescinded. 

THE Folkestone Town Council are to apply for powers to 
introduce the electric light “if they deem it necessary.” 


A ProvisionAL Order is to be applied for by Sheffield. 


Tue Hammond Electric Lighting Company have been 


commissioned to illuminate the shipbuilding premises of 
Messrs. Andrew Leslie and Company by electricity. 


THE extensive works of Messrs. Wright, Turner & Sons, 
Pendleton, are being fitted throughout with Edison’s incan- 
descent lamps. The Manchester Guardian, commenting on 
the innovation, says :— A number of the rooms are at 
present worked under the new light, and there is every 
opportunity for making comparisons between the new 
method and the old. Seeing them side by side, one cannot 
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choose but say that the gas is quite put out of countenance. 
On the question of cost the answer. is satisfactory. The gas 
bill in a big mill is a considerable item. Messrs. Turner 
paid something like £400 to the Corporation last year, and 
the calculations they have made lead them to believe that 
their electricity bill will be about the same after making 
allowance for interest on the considerable outlay needed for 
the apparatus under the new system. They are putting 
electricity very much on the same footing as gas, placing a 
light at all points where there was formerly a gas-jet. The 
wires through the mill are covered with cotton coated with 
oxide of lead.” The yard is lighted with two of Dr. 
Siemens’ arc lamps. A number of millowners are waiting 
the results of the experiments with the intention of adopting 
the new light, should it prove successful. The whole of the 
business premises, including the shipbuilding yard and re- 
pairing docks, in connection with the extensive engineering 
and shipbuilding works carried on at Hebburn by the firm 
of Messrs. Andrew Leslie & Co., are being lighted by elec- 
tricity. On Wednesday the start was made with thirty-four 
Brush lamps of 2,000 candle-power ; on Thursday six more 
lamps were in use, and it is intended to fit up sixteen more, 
in all, fifty-six lamps. A number of other shipbuilding and 
engineering firms have adopted “the light of the future,” 
amongst them Messrs. R. and W. Hawthorn & Co., St. 
Peter’s ; Messrs. Charles Mitchell & Co., Low Walker ; 
The Palmer Iron and Shipbuilding Company (Limited), 
Jarrow ; Messrs. Readhead & Co., Tynedock ; and Messrs. 
Edwards, South Shields. The tenders of the Hammond 
— Lighting Company have been accepted by all the 
rms. 


THE Stirling Police Commissioners held a special meeting 
on Monday to consider the propriety of making an applica- 
tion for a Provisional Order. On the recommendation of a 
committee they decided that no application should be made 
for authority to supply electricity. The committee were 
desired to watch over and report any future procedure on 
the part of the two electric lighting companies who had 
signified their intention of asking for licences. 


THE Salford Town Council has decided that, in the 
present uncertain condition of electric lighting, it was not 
desirable to apply to the Board of Trade for a Provisional 
Order to enable the Corporation to supply electricity within 
the borough ; and it was also resolved to oppose the appli- 
cations of the different companies who had given notice of 
their intention to apply for such Provisional Orders. 


GREAT FIRE IN MANCHESTER.—A destructive fire took 
place on the 17th inst., in the warehouse of Messrs. G. 
Hodgkinson and Sons, makers-up and packers, Manchester, 
resulting in damage roughly estimated at £30,000, and the 
serious interruption of telephonic communication. The fire 
broke out in the top of a seven-storey building, and in a 
very short time flames issued from all the windows on each 
side. The fire occurred in the centre of the business part of 
the city, causing great alarm, and at one time grave fears 
were entertained for adjoining buildings. The building 
being near the central telephone office, the roof supported a 
standard on which nearly one hundred wires were fixed, and 
these were snapped asunder, the telephone system of the 
city being thereby disastrously affected. The loss of the 
Lancashire and Cheshire Telephone Company is estimated at 
about £200. | 


THE TELEGRAPH WANTED.—Petitions are being nume- 
rously signed for presentation to the Postmaster-General 
praying for an extension of the telegraph to Durness, 
Sutherlandshire. 


THE UXxITED TELEPHONE Company (LIMITED) »v. 
ORME AND COMPANY—THE UNITED TELEPHONE COMPANY 
(Limirep) v. BurLER—THE UNITED TELEPHONE COMPANY 
(LIMITED) v. Harnes.—These were three actions brought 
on as short causes, before Mr. Justice Fry, on November 
17th, to restrain the infringement of the patents of the 
plaintiff company for telephonic instruments. The first two 
actions were to restrain infringements in respect of receivers 
made according to Bell’s patent. The defendant in the 
third action was also sued in respect of infringements in 
respect of transmitting instruments made according to 


Edison’s patent. A defect in the patent has been remedied 
by disclaimer of the claim for the phonograph, and plain- 
tiffs were now suing in respect of infringements subsequent 
to the disclaimer. Mr. Moulton appeared for the plaintiffs 
in all the actions ; Mr. Williamson appeared for the de- 
fendants in the first action, and on their behalf submitted 
to a judgment, and expressed regret at having been guilty 
of infringement. In the other two actions judgment was 
taken by default, injunctions were granted, and inquiries as 
to damages directed. 


TERRESTRIAL CURRENTS.—The week which is fast pass- 
ing away and the one which preceded it will be memorable 
for the magnificent displays of aurora borealis witnessed 
and the extraordinary terrestrial currents felt at home and 
abroad. Judging from the reports of our private corre- 
spondents and from those which appeared in the daily press, 
there can be but one verdict, that the series of storms 
recently experienced have not been surpassed, if equalled, 
for many years. Our remarks may be more acceptable if 
we divide them into two sections, the first dealing with the 
auroral displays and the second with the earth currents. 


AURORA BorEALIS.—The auroral displays have been so 
frequent of late that only those of importance have been 
chronicled. On Monday, the 13th inst., the dwellers in the 
Islands of Orkney viewed a grand display of the “ Northern 
Lights.” The whole sky from west to north-west was illu- 
minated by a continuous arch. From the extremities of this 
arch streams of light stretched to the zenith, while streaks 
of light of variegated colours flitted about with rapidity, 
suddenly disappearing and reappearing, and occasionally 
forming comet-tail figures. On the evening of the 17th, 
shortly after darkness set in, their attention was attracted by a 
very unusual display in the south. The sky all round turned 
very red, next pink, and then yellow. The streamers instead 
of going towards the zenith ran along from east to west ; 
their different colours producing very pretty effects. Shortly 
afterwards the sky to the south became hazy. The weather 
was extremely cold. The aurora was first observed in Scot- 
land about 6 p.m., in the form of broad bands of red light 
stretching across the heavens from east to west. The ap- 
pearance of the western sky was at one time such as to 
convey the impression that a serious fire was raging in the 
outskirts of the city. As the red light died away it was fol- 
lowed by strips of light blue and green, these in turn giving 
place to others of blue in the northern sky. While waves of 
white light ever and anon flashed from south-east to north- 
west. The display continued with varying brilliancy far into 
the following morning. In other parts of the United King- 
dom, shortly after 5 o’clock, a beautiful rose pink aurora was 
seen in the western skies, which in a few minutes extended 
across the zenith and well into the east, covering fully one- 
third of the cloudless heavens. As the evening wore on the 
display continued with varying brilliancy whilst ever and 
anon columns of light shot up to the zenith from an arch of 
greenish light, centred with a mass of bluish-green, situated 
in the north. American telegrams announce tbe appearance 
of a magnificent aurora on the same day, which was visible 
at all points except where clouds obscured it. Cold weather 
with snow accompanied the storm in many places. 

A correspondent writes to a contemporary on the 18th 
inst. as follows :— Last night at about five minutes past 
six o’clock, while observing the aurora borealis in the 
northern part of the sky, I observed a most luminous mass, 
shaped somewhat like a torpedo, moving majestically from 
east to west over a large arc of the heavens, travelling about 
160 degrees in about two minutes. The appearance of the 
mass was similar to the glow produced by the electric 
current passing through a vacuum. ‘There was no neucleus, 
and the illumination was perfectly uniform.” 

The signalman at Tipton, St. John’s Station, says he 
noticed a bright mass of light suddenly appear in the east, 
and pass swiftly to the west. It was visible from fifty to 
sixty seconds, and during that time the block and signalling 
instruments were greatly affected. During the passage of 
the object, and for some seconds after its disappearance in 
the west, the block bells were continuously rung. 

In connection with the feregoing, M. Flammarion, the 
Parisian astronomer, received a telegram on Thursday from 
M. Bruguière, at Marseilles, informing him that there is at 
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the present moment a quadruple spot on the sun's surface, 
visible to the naked eye, and of far greater size than the 
earth. Magnificent aurora borealis is reported from Norway. 
Strange to say, this is the seventh time this year that 
the northern lights have made their appearance simul- 
taneously with the presence of enormous spots on the sun’s 
surface. 

Mr. J. M. Rodwell, M.A., describing the cluster of spots 
at present visible on the lower eastern side of the sun’s orb, 
somewhat below the equatorial line, says :—‘ Phenomena 
very nearly similar were scen on August 20th, since which 
time the sun spots have been in a state of constant and 
active change. Supposing the diameter of the sun to be 
882,000 miles, each of these spots must be from 25,000 to 
40,000 miles across.” 

The space at present at our disposal is so limited that we 
are reluctantly compelled to omit many interesting details, 
and hasten to “ Earth Currents.”’ 


EARTH CURRENTS.—A Times telegram, dated Phila- 
delphia, November 19th, says :—The electrical storm which 
began to derange the telegraph wires on Friday last still 
continues, though with less intensity. It spread through 
Canada and the greater part of the United States as far west 
as Utah. The electricians say that the disturbance was 
unlike anything heretofore known, acting upon the wires in 
strong waves, which produced constant changes in the 
polarity of the current. 

The Standards New York correspondent, telegraphing 
on Sunday night, says :—An electric storm, the wildest and 
severest ever known, has swept from New York West to 
Omaha and Kansas City, and northwards as far as the 
telegraph goes. The messages were almost entirely stopped. 
The successive negative and positive waves of the currents 
passed from east to west, alternately intensifying and neutralis- 


ing the battery currents, and the instruments were repeatedly © 


fused (?). At Nashville the galvanometer varied eighty 
degrees. Bangor worked a message a distance of 700 miles 
without a battery. At Milwaukie, by means of the storm 
alone, an electric light requiring eight horse-power was kept 
burning for some time. Reports from the Continent show 
that the storm was also experienced there, and that tele- 
graphic communication was rendered almost impossible. 

The Daily News publishes the following :—At Omaha the 
aurora borealis was so brilliant that night was made as light 
as day. At Cheyenne Denver, and at points in California 
and Washington, there were similar displays. At St. Paul’s, 


Minnesota, the sky was of a blood-red colour, making an 


effect at once grand and fearful. The telegraphic communi- 
cation was seriously interrupted and various experiments 
were tried to work the wires without success, until it was 
discovered that by taking two wires from the ground between 
two points and joining their ends a circuit was formed that 
could be worked. In this way eight wires were made to do 
the service of four. 

While we admit that the storm was of unusual severity, 
we suspect the imaginative powers of the American corre- 
spondents have been largely drawn upon, particularly as to 
the electric lighting and the discovery of the value of a 
metallic circuit under such disturbing circumstances by the 
American electricians. 

At home earth currents have been more or less prevalent 
for some time, and during the early part of Friday, the 
17th inst., they took joint possession of the wires for a 
couple of hours, and gave some trouble. About midnight 
they again showed themselves, but not materially inter- 
fering with the workings of the circuits they received scant 
attention. At 10.25 a.m. on Friday earth currents suddenly 
appeared on all the lines, and such was their strength that 
they practically took possession of the entire telegraphic 
service of the country. On the railway systems the alarm 
bells were kept ringing, and the needle of the speaking 
instruments rested on the stop-pins after the dials had 
described arcs of about 45 degrees. 

On the Postal system looping where possible was quickly 
resorted to with beneficial effect; but where no such 
arrangement could be made work was seriously impeded, and 
at times entirely stopped. This state of affairs lasted, with 
but little variation, for about two and a half hours, when the 
wires regained their normal condition. All went well until 
the hands of the clock pointed to 3 p.m., when the currents 


began to reappear, and continued to increase in intensity as 
time sped on till midnight, when their strength began to 
decrease ; but they had not entirely disappeared at 4 a.m. 
next morning, when the principal circuits closed. The 
maximum force attained is said to have been about 60 volts, 
one observer says 80. Remarkable features of the perturba- 
tions were the rapidity with which the currents changed 
direction, their celerity in attaining their maximum strength, 
half a second (?) being the time required in many instances, 
and the effects produced on the east and west lines, which 
were greater than on those running north and south. 

On Saturday at 10.30 a.m. the lines to the east and west 
and north and south were interrupted by terrestrial currents 
of strengths which necessitated the working of metallic 
circuits. Throughout the day they were more or less 
troublesome, and Sunday morning was advanced before they 
vanished im toto. Monday morning brought with it a 
renewal of the storm, and until 5 p.m. the currents were 
very troublesome. They reached a maximum intensity at 
noon, and as on the preceding days were variable in direc- 
tions. In the evening with an auroral display they returned, 
and made working so difficult that the Post-office authorities 
had to issue notices of probable delay to all places. On 
Tuesday there was another renewal of the disturbances, the 
direction of the currents being from north to south. 


_ Sxowsrorms. — Last week a heavy snowstorm visited 
England. At Warwick telegraphic communication was sus- 


_ pended during the morning, and at Kidderminster the tele- 


graph wires were broken by the weight of the snow clinging 
to them, and fell in one of the main thoroughfares, fortu- 
nately, however, without injuring any person. 


SCIENCE LECTURES.—On Saturday evening, November 
11th, a lecture was delivered to a very crowded audience 
(many being unable to obtain admission), at the Working 
Men’s College, Great Ormond Street, by Mr. Wm. Lant 
Carpenter, B.A., B.Sc. (Lond.), on “The Telephone, Micro- 
phone, and Photophone.” Sir Henry Lefroy, R.A., ex- 
governor of Tasmania, presided, and in introducing the 
lecturer, spoke of that gentleman’s personal experience of 
the working of the telephone, &c., in America, Australia, 
and New Zealand. 

Mr. Carpenter commenced with an exposition of the ele- 
mentary principles of wave motion, and the propagation of 
sound by it through solid, liquid, and gaseous media. In 
this connection he reminded the audience of Wheatstone’s 
telephonic concert in 1855 at the Royal Polytechnic, the 
closing of which he deeply regretted (applause). A draw- 
ing of this, illustrating the transmission of musical sounds 
from the basement to the topmost storey of the building, was 
projected (as were numerous other photographs) upon the 
screen. String and other toy telephones depended on the 
same principle. The telephone of the present day, however, 
was electrical, and depended on the close relations between 
electricity and magnetism. The statement that “ the trans- 
fer of electricity always produces magnetism, and the motion 
of a magnet always produces electricity,” was explained and 
actually demonstrated by experiments projected on the 
screen. It was then pointed out that the earliest electrical 
telephone, that of Reis (1852), transmitted musical tones 
only, and that its action was due to the fact that soft iron 
emitted a sound when temporarily magnetised. The first 
electrical transmission of articulate speech was achieved by 
Alexander Graham Bell in 1876. Mr. Carpenter gave a 
very interesting sketch of the steps by which his friend, 
Mr. Bell, was led to a solution of this problem, which grew 
out of an entirely different line of research, viz., the con- 
struction of instruments which should graphically record 
sounds in such a way as to assist in teaching deaf mutes to 
speak, and began with Kœnig’s manometric capsule and a 
rotating mirror to analyse the flame-images. The action 
of Bell's telephone depended on the following principles :— 

1. The passage of sound through the air in waves, causing 
an iron disc to vibrate mechanically. 

2. The alteration in the condition of a magnet by any 
change in its “ field” e.g., by the vibration of the iron disc 
in front of one pole. 

3. The excitation of undulatory electric currents in a 
coil of wire surrounding such a magnetic pole. 

Details of the construction of the instrument were given, 
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as well as of the series of changes involved in its use, both 
as a transmitter and receiver. The microphone was then 
explained and its application to the construction of tele- 
phonic transmitters, and the lecturer thus led up to the 
subject of telephone exchanges, upon which he spoke at 
some length, contrasting their rapid development in America 
with their slow adoption in this country. The recent rapid 
extension of their use in New Zealand, as shown in official 
reports he had just received from there, was commented on, 
and Mr. Carpenter incidentally recounted a conversation 
held between Wellington and Napier, 232 miles apart, with 
ordinary Blake transmitters and Bell receivers, over railway 
lines near wires conveying battery currents. He also men- 
tioned several other telephonic feats that had occurred 
within his own personal knowledge, and then passed on to 
the consideration of the photophone. 

As the action of the microphone depends upon alterations 
in the electric resistance of pieces of carbon by air-waves of 
sound, so the action of the photophone depends upon the 
fact that the electric conductivity of (the rare element) 
selenium, is altered by rays of light falling upon it. Details 
were given of the construction of the instrument. The 
transmitter consists of a thin flat mirror reflecting a steady 
beam of parallel rays of strong light. Speech uttered near 
the mirror causes it to shake, producing vibrations in the 
reflected beam also. At the receiving station these beams 
are collected by a parabolic mirror, and concentrated upon 
a selenium cell, through which an electric current is passing, 
a telephone being also included in the circuit. Variations 
in the beams received from the distant station produce 
variations in the intensity of the current passing through 
the cell, and these are converted by the telephone into a 
series of sounds. Thus articulate speech can be transmitted 
by variations in a beam of light, without the intervention 
of any conducting wire, and by these means, using a beam 
of sunlight, speech had been reproduced at distances 
measured as yet only by hundreds of yards. In its present 
stage, therefore, this marvellous instrument was more 
scientifically interesting than practically useful. 


NEW COMPANY REGISTERED. 

INCANDESCENT ELECTRIC LIGHTING Company, (LIMITED). 
—Capital £250,000, in £5 shares. Objects: To manufacture 
and supply electric light and power, and to deal in cables, 
Wires, instruments, and telegraphic and electrical material. 
Signatories (with 1 share each): R. E. Bell Crompton, 
Chelmsford ; C. W. Torr, Birmingham ; H. L. Thomson, 
Chelmsford ; R. H. Milward, Birmingham ; F. W. Simms, 
47, Holborn Viaduct; F. T. Medcalf, 1, Great George 
Street, S.W. ; Henry Lea, Birmingham. Registered 15th 
inst., without Articles of Association, by Milward and Co., 
41, Waterloo Street, Birmingham. 


OFFICIAL RETURNS OF ELECTRIC COMPANIES. 


SWAN UniTep ELECTRIC Ligut Company (LIMITED).— 
The return of this company made up to the 3rd ult., was 
filed on 15th inst. The nominal capital is £1,000,000, in 
£5 shares. Upon £80,150 shares, £2 per share has been 
paid and 10,000 shares are fully paid up. The total calls 
paid amount to £160,300 and considered as paid to 
£50,000. Registered office, 9, St. Mildred Court, Poultry. 

Epison Exvectric Licur Company (LImITED).—The 
official return of this company, made up to July 20th, was 
filed on the 16th inst. The nominal capital is £1,000,000, 
in £10 shares. 20,000 A shares have been taken and £5 
per share called thereon, the calls paid amounting to 
£100,000. Registered office, 74, Coleman Street. 

Brusu Evecrric LIGHT COMPANY OF IRELAND ( LIMITED). 
—The return of this company, made up to the 28th ult., was 
filed the 20th inst. The nominal capital is £250,000, in £5 
shares ; but the seven shares taken by the subscribers to the 
memorandum and articles of association are all at: present 
issued. Registered office, 31, Lombard Street. 


Evectric “Sun” Lamp AND POWER Company (LIMITED). 


—The return of this company, made up to the 7th inst., was | 


filed on the 10th inst. The nominal capital is £200,000, in 
£5 shares. 7,759 shares have been taken up and a call of 
£2 10s. per share has been made thereon. ‘The calls paid 
amount to £20,206 and unpaid to £252. Registered office, 
St. Margaret’s Offices, Victoria Street, Westminster. 


NEW PATENTS—1882. 


5346. ‘Incandescent electric lamps.’?’ J. Jameson. Dated 


November 9. 


5353. ‘* Manufacture of carbons for electric lighting.’’ H.C. B. 
SHALDERS. Dated November 9. 

5359. ‘* Means for insulating electric wires.”” W. J. TEMPLE and 
T. F. Hoss. Dated November 10. 

5373. ‘*Improvements in electric lamps or lighting apparatus, 
and in the manufacture of light-emitting conductors for the same.”’ 
M. J. PRoBERT, and A. W. Sowarp. Dated Novem- 

r 10. 


5387. ‘* Apparatus for regulating and controlling electrical cur- 
rents.’’ P. R. ALLEN. Dated November 11. 

5388. ‘‘ Manufacture of compounds of india-rubber, of gutta- 
percha, and of oils for insulating electrical conductors, and for other 
uses.” A. Parkes. Dated November 11. 

5391. ‘‘Improved apparatus for indicating or telegraphing the 
‘score’ for athletic or other games, which apparatus is also appli- 
cable as an indicator for other analogous purposes.’’ C. GREEN. 
Dated November 13. 


5400 ‘‘ Carbons for use in electric lamps and for other purposes.”’ 
J. E. T. Woops. Dated November 13. 

5409. ‘*Apparatus for electric lighting.’””’ J. Murrueap and 
T. M. Cotter. (Communicated by G. A. Grindle.) Dated November 
13 


5414. ‘* Apparatus for regulating and controlling electrical 
currents.”” P.R. ALLEN. Dated November 13. 


5421. ‘*Thermo-electric generators.”” H. Woopwarp. Dated 
November 14. 

5422. 4 Manufacture of electrodes for secondary batteries.’’ H. 
Woopwarp. Dated November 14. 

5438. ‘‘ Apparatus for the conduction and distribution of electric 
currents.”” R. E. B. Crompton. Dated November 15. 
— ‘ Electric light switches.’” C. Maynarp. Dated November 
5495. ‘Electric arc lamps.’’ Baron ELPHiINsTONE, C. W. Vix- 
CENT, and J. Corrrett. Dated November 18. 

5504. ‘Manufacture of incandescent electric lamps.’’ A. Sway. 
Dated November 20. 


5518. ‘‘Improvements in the distribution of electricity by means 
of underground conductors, and in conduits and apparatus there- 
for.” C. D. Aset. (Communicated by L. A. Brasseur.) Dated 
November 20. 


ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. 
1882. 


1583. ‘Electric bell and battery.”” H. Bryxo. (A communica- 
tion from abroad by Moritz I. Siegel, of Austria.) Dated April 1. 
6d. The inventor arranges the armature to work on pivots, and 
constructs the same specially by larger bells in two parts, one of 
which carries the knob and receives his action by means of a lever 
anchor or claw from the other part, so that a more correct striking is 
obtained, without vibration, and, notwithstanding the use of a 
shorter hammer, a much louder tone. The improved electric battery 
consists simply of a zinc rod or plate, and a cylinder or block formed 
of a mixture of carbon and manganese, to which is added a propor- 
tion of iron filings, oxide of iron or oxidulated copper by means of 
moulds and pressure, and excited by a solution, as usual, of muriate 
of soda or salamoniac. 


1619. ‘Carbon conductors for electric lamps.’’ W. R. Lage. (A 
communication from abroad by H. S. Maxim, of America.) Dated 
April 3 6d. This invention relates to the manufacture of carbon 
conductors available for use in incandescent electric lamps. Such 
conductors, as is well known, have a slender thread-like stem, with 
enlarged clamping ends. As it is desirable that these strips should 
all be of exactly the same quality and size, it has been usual to 
cut them by.a die from flat sheets of paper or wood in the form 
of flat strips with widened ends, but when plastic carbonisable com- 
pounds are used for making the carbon, it is very difficult to obtain 
any considerable number of strips of even approximately the same 
size and resistance by any of the old methods employed, such as 
moulding and then carbonising, or by cutting out the strips from a 
hard mass of carbon. This invention is designed to avoid these 
difficulties in the manufacture of carbon conducting strips of an 
equal width or diameter from plastic compositions, and consists in a 
continuous process of forming the said conducting strips, and in the 
devices employed therein. 

1639. ‘‘Electro-depositing copper, brass, and bronze.” W. H. 
Watenn. Dated April 4. 4d. Relates more particularly to the 
improvements set forth in the specifications, filed in pursuance of 
Letters Patent ‘No. 1540, a.p. 1857, and in No. 3930, a.p. 1868. 
The first part of the present invention relates to electro-depositing 


copper upon iron or upon similar metals so that the coating may be 


soft and adherent. This part of the invention consists in using the 
solution at a boiling heat or near therto, namely from 150° fahrenheit 
to the boiling point of the solution. The second part of the inven- 
tion is to prevent the evaporation of a solution which is heated 
during deposition. A cover with a long condensing worm tube is 
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used to the depositing bath. The upper end of the tube opens into a 
box containing materials to condense or appropriate the gases that 
escape. The liquids flow back down the tube into the tank. The 
third part of the invention consists in working electro-depositing 
solutions in a closed vessel under a known pressure, the pressure 
being applied by heating the solution, or otherwise. The closed 
vessel may be used for solutions in which there is free ammonia, or 
where other conditions arise in which it is necessary to enclose the 
solution, although neither appreciable increase of pressure arises, 
nor is heat applied. If there be much gas coming off, the condens- 
ing tube opening into a box, of the second part of my improvements, 
may be employed. The fourth part of the invention consists in 
adding to the charged and fully made copper, brassing, or bronzing 
solution, cupric ammonide in the cold until the solution is slightly 
green. 

1663. ‘ Arrangement of circuits, &c., to facilitate communica- 
tion by telephone.’’ F. D’Arrrey Gootp. Dated April 5. 6d. 
Has for its object improvements in the arrangement of circuits and 
in apparatus to facilitate communication by telephone. The inventor 
works with closed circuits, and at the ‘‘exchange ” he provides a 
switch board to which all the subscribers’ wires are brought ; they are 
attached to a series of longitudinal bars of metal, each to each. The 
bars are insulated from each other, and also from other bars which 
cross them at right angles and which are for the purpose of coupling, 
as hereinafter described, any two subscribers who may desire to con- 
verse. Also near to, but insulated from, each bar of the series re- 
presenting the subscribers’ wires, there is a piece of metal, and a peg 
can be inserted between this and the bar. The insertion of the peg 
completes the circuit through the subscribers’ wire and in this circuit 
a battery at the exchange is included. This is the position when the 
circuit is not in use. The circuit also includes, at the exchange, an 
electro-magnetic indicator which, by retaining its armature, shows 
that the subscriber tu whom the indicator appertains does not at 
this time desire to converse. Whenever a momentary break in the 
continuity of the circuit occurs the armature falls away from the 
magnet; such a break takes place when the subscriber removes his 
telephone from its hook and so at once indication is given to the 
exchange of his desire to speak. 


1684. ‘“Telephonic instruments.’””’ A. E. Dorsear. Dated 
April 6. 6d. Relates to the arrangement of the parts of tele- 
honic transmitters so that the sound or air-waves will so act as to 
iminish instead of increasing the compression or closeness of contact 
or approximation of the electrodes (or those portions of the instru- 
ment by whose action the vibrations of the air-waves are trans- 
mitted to the current) at that phase at which in other instruments 
there is the greatest compactness, compression or approximation and 
vice versé. The principle of the said invention is shown in the figure, 


which isa longitudinal section; ais a short tube containing two 
tongues or blades, or the electrodes, à, c, formed of thin metal of a 
width nearly equal to the diameter of the said tube and extending 
longitudinally from the wire terminals, b!, c!, toward the other end of 
the said tube. Each of these electrodes, 6, €, is capable of slight 
movement towards and away from the other, and both are in connec- 
tion with wires or conductors, b!, c!, from any source of electricity. 
When sound-waves or vibrations enter the tube, a, at the mouth- 
piece or aperture, a!, they exert their action upon the inner surfaces 
of the tongues or electrodes, à, c, and it is obvious that the alternate 
augmentations and diminutions of density constituting the phases of 
these air-waves will tend to cause separations and approximations of 
the electrodes in the same order of succession, as above described. 


1689. ‘Electric lamps.’”? G. S. Youne and R. J. Harrox. 
Dated April 6. 6d. The main object of this invention is to provide 
a simple and ‘efficient means for automatically regulating the arc or 
distance between the electrodes in an arc lamp or semi-incandescent 
lamp. For this purpose the inventors provide the carbon or other 
electrode or electrodes requiring to be fed with a kind of brake or feed 
appliance, which is acted on by an electro-magnet or solenoid or equi- 
valent means. This brake consists of one or more chambers or parts, 
containing each one or more balls or rollers (or it may be a ring in 
parts or a flexible ring), all so arranged that the balls are made to 
jamb the electrode (or it may be its holder or part connected therewith) 
and to move it into the proper position for forming the arc when the 
said chamber or part is acted on by the electro-magnet or its armature 
and to retain it in that position until the arc requires adjustment, 
whereupon the chamber ,is released by the electro-magnet,; the balls 
being released from the electrode coming against a stop appliance on 
or connected to the lamp framing. The electrode being thus allowed 
to be fed the are is readjusted, the electro-magnet again repeating 
the action before described. 

1692. ‘* Dynamo-electric or magneto-electrie machines.” T. D. 
Piotr. Dated April 6. 6d. Relates to machines known as dynamo- 
electric and magneto-electric machines. According to this invention 
a number of bobbins the cores of which may either be of metal or 


other suitable substance, covered with copper wire and insulated in 
the ordinary way, are arranged cylindrically and in radial lines to an 
axis on which they are mounted and with which they are parallel, 
thus forming cylinders which constitute the armatures. The said 
armatures revolve between the interior and exterior of the poles of 
electro or permanent magnets of horseshoe form. These magnets are 
placed so that their poles may correspond with the radial lines of 
bobbins aforesaid. Thus as the armatures revolve cach bobbin will 
be brought successively opposite the poles of the magnets until the 
whole number arranged on the radial lines are brought in a line with 
the ends of the poles of the magnets, and as one series of bobbins 
leaves the magnets the next follows in the same way, and so on. 

1713. ‘‘ Electric arc lamps.’’ J. BrocktEe. Dated April 11. 64. 
In all electric arc lamps hitherto constructed, which regulate by the 
action of a magnet or solenoid either in a main circuit or in a shunt 
across the arc or by a combination of both, the regulating armature 
or core bears a certain and definite mechanical relation to the 
releasing or feeding mechanism (usually a brake or clutching device) 
the armature being jointed directly or by levers to the disengaging 
brake or clutch. The inventor proposes to do away with this 
definite or direct connection, and to gear the regulating armature to 
the brake or other device by simple friction, or the friction of mag- 
netism, so that the armature is free to take up various positions 
in relation to the brake or clutch and yet control it. The play of the 
brake or its lever is limited between two stops, this play being 
preferably very small, but the regulating armature or core may have 
a much longer travel or play; thus it will be seen as above stated, 
that the armature may take up various positions in relation to 
the brake lever, the particular position however being determined by 
the strength of the current; thus no alteration in the tension spring 
or balance weight acting against the armature is necessary, as 
the armature will accommodate its position automatically by the cur- 
rent employed. [See page 406 of present issue. ] 

1726. ‘* Electrical apparatus for signalling on railways.’’ E. Tyer. 
Dated April 12. 6d. In the specification to letters-patent granted to 
the inventor on the Ist July, 1881, a method of signalling on railways 
by means of electric lights is described, and also apparatus for oper- 
ating according to that method. The present invention consists in 
improvements in the construction and arrangement of various parts 
of such apparatus, whereby the inventor is enabled to simplify them 
and render their action more certain. 

1727. ‘Automatic current director for ‘electric machines.” W. 
Fisner. Dated April 12. 6d. Has for its object an improved 
device which the inventor calls ‘‘an automatic current director for 
electric machines,’’ which is specially applicable to the machines used 
for the deposition of metals, such as plating and electrotyping. The 
device is for the purpose of preventing the current passing in the 
Sa direction which sometimes takes place as the machines are now 
used. 

1747. ‘*Dynamo-electric machines.” D. A. CHertemps and 
L. Danvev. Dated April 12. 6d. Consists in a self-exciting 
dynamo-electric machine, in which the authors have endeavoured to 
destroy the antagonistic effects of contrary currents which exist 
in all other machines, causing irregularities in the currents pro- 
duced. (See Exxcrrican Review, June 10th, 1882.) 

1760. ‘Dynamo or electric current-producing machines.” J. B. 
Rocers. Dated April 13. 6d. The object of this invention is im- 
provements in the construction and arrangement of ‘‘ dynamo ”’ or 
electric current-producing machines. For the purposes of the in- 
vention the inventor mounts upon a spindle or shaft one or more 
series of helices or coils and revolves them as one body on one or on 
both sides of fixed magnetic rings or their equivalent. The rings 
may be full circles with indentations for an insulating medium to be 
fitted in, or they may be composed of half rings or segments with an 
insulating body between the meeting ends or edges for the necessary 
make-and-break action. The helices or coils may be arranged in 
single or in double circles to, in, or between supporting or connecting 
plates, or otherwise arranged to rotate around the face or faces of the 
fixed ring or rings. By the invention the inventor concentrates the 


1769, ‘‘ Secondary batteries.” J. H. Jomnson. (A communica- 
tion from abroad by C. A. Faure, of Paris.) Dated April 13. 6d. 
Refers to the details of construction of secondary batteries in general: 
A proper vessel to hold the liquid of secondary batteries is an object 
of great importance which it has been hitherto very difficult to obtain. 
All such materials as glass and pottery are too brittle and heavy, and 
not susceptible of being made very large; tanks made of wood must 
be very expensive, so as to be sound and resisting to change of tem- 
perature and moisture, however impregnated with hydroeanaceous 
substances, while metallic tanks are subject to corrosion, even when 
covered with any known varnish applied in the heretofore known 
ways. According to this invention, vessels, tanks and cisterns are 
coustructed in such a manner that they are permanent, cheap and not 
easily breakable, iron copper or any convenient metal is employed to 
act as the main body or support of the tank and this is thickly coated 
on the inside and outside in the following manner. The surfaces of 
the tank ‘are first coated with a varnish made of pitch linseed oil, 
paraffine and tar, applied hot, or any such like varnish: then sheets 
of asbestos, felt or canvas are prepared by soaking them with the 
varnish, and all the surfaces of the tank are covered with these 
sheets, put on in a hot state. 

1774. Electrical circuits, &e.” A. Murrmeap. (A communi- 
cation from abroad by J. A. Briggs and Kinsman, both of Bombay.) 
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current as generated into the centre of a large magnetic field from 
which the fluid can be taken direct by conducting wires to lamps for 
lighting purposes or otherwise ! !! !! He dispenses with the usual 
** commutators” or ‘‘ Brush’’ on dynamo machines by the invention 
and obtains an increased quantity of electric fluid within a given area 
and of a more highly concentrated nature with less tendency to 
escape than by the present construction of dynamo machines in which 
the rings revolve and the coils or helices are fixtures!!! !! 
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THE TELEGRAPHIC JOURNAL AND 


ELECTRICAL REVIEW. 


Dated April 14. 6d. The objects of this invention are : —To obviate 
the disturbing effects of induction, split currents, earth currents, &e., 
thus affording certain highly advantageous methods of utilising the 
same one-trough cable or line of supports for carrying two or more 
electrical circuits, irrespective of the nature of the said circuits. 
To increase the carrying capacity of the supports by affording a 
means of erecting aerial wires close together. (Provisional only.) 


1803. ‘Manufacturing incandescent lamps.””’ A. R. Leask. 
Dated April 15. 6d. The inventor constructs a gauge as follows, 
though he does not bind himself to the precise materials and forms 
hereinafter set forth, which merely serve to illustrate the invention. 
Two tubes, one capable of sliding inside the other, may be used anda 
block inserted in the free end of each ; each block is pierced with a 
small hole in the direction of the length of the tubes and binding 
screws are provided, one to each block and one to fix the sliding tube 
at the requisite position. There is a suitable stop in the inner tube 
between which and the block at its end is a helical spring. A slot 
is formed near the end of the inner tube to permit of the binding 
screw and block being pushed in, the spring having a tendency to 
force them out. An ordinary needle or equivalent is inserted in the 
hole in each block and block and needle secured by the binding screw. 


DISCLAIMER. 


2038. ‘‘Electric-lighting apparatus.” Happan’s patent. Gul- 
cher’s Disclaimer and Memorandum of Alteration. iled October 
18th, 1882. 


CITY NOTES, REPORTS, MEETINGS, &c. 


BIRMINGHAM AND WARWICKSHIRE ELECTRIC 
LIGHT COMPANY (LIMITED). 


Last Wednesday afternoon, at the City Terminus Hotel, Cannon 
Street, under the presidency of Mr. G. M. Felton, an extraordinary 
general meeting of the shareholders of the above-named company was 
held, for the purpose of considering certain adverse proceedings which 
had been taken against the company. 

The secretary, Mr. H. W. Atkins, having read the notice con- 
vening the meeting, 

The Chairman said: Gentlemen, the reason of your being called 
together to-day is because of the action taken by certain shareholders 
with regard to this company, which your shareholders believe to be 
inimical to the interests of the company, and which, if persevered in, 
would ultimately probably be ruinous. You will remember at the 
last statutory meeting, held on September 15th, I placed before you 
a résumé of the company’s business. We were then in negotiation 
with several large towns, and we had then, as I told you at the meet- 
ing, a contract which would be signed either that day or in a few 
days, for an instalment of 40 lights. That contract has been 
signed, and those 40 lights are either now running or will be in 
a day or two. We were also in negotiation with several large towns 
with regard to electric lighting, and also with various works to put 
up electric lights for manufacturing purposes. Unfortunately—or 
fortunately, whichever you please—the circular by Mr. Whiteley 
appeared, which said we professed to have what we never had, and 
about that time appeared a letter in the Etecrricat Review stating 
that the Lane-Fox incandescent light had been sold to the British 
Electric Light Company and then subsequently sold to the Anglo- 
American Brush Corporation. This came before your directors 
as a surprise, and we were blamed that we did not take the 
proper precaution in looking through the agreement. But 
when our prospectus was issued a copy of it was lodged with our 
solicitors. They looked it through and submitted it to the Hammond 
Company ; they looked it through and passed it. It was then sub- 
mitted to the Anglo-American Brush Company. It was passed by 
them and returned tous. So that we bond fide purchased the exclusive 
right to the Lane-Fox incandescent light, which opinion we still hold 
and ask you to support usin. At that time Messrs. Ingledew and 
Ince were our solicitors, and feeling that the feeling of the share- 
holders would perhaps not go in an amicable direction if the solicitors 
to the vendee were also the solicitors to the vendor, we placed the 
matter in the hands of Messrs. Linklater. Upon the very day that 
Mr. Whiteley’s circular appeared, and was sent round to the share- 
holders, we had a circular printed and the envelopes addressed, calling 
you together to ask your opinion as to the course we should take in 
reference to Sir Charles Bright’s letter. We submitted our circular 
to Messrs. Linklater. We were then in negotiation for the re-pur- 
chase of the Lane-Fox light ; so we did not send out our circular for 
a few days, as we hoped in a short time to bring these negotiations to an 
end and to be able to put before you something tangible, which would 
put the company in a better position than before. You will bear 
in mind that since this company was formed an Electric Light Act 
has been passed—Mr. Chamberlain’s Act—which renders the value 
of an electric lamp much less than before, for now a company 
cannot insist upon a user taking a certain lamp necessarily. That 
was not our position when we purchased the Lane-Fox lamp. It is 
as well to bear that in mind. The legislature has had something to 
do with that change, whether wisely or unwisely I cannot say (a 
voice: ‘* Wisely’’). When we received Mr. Whiteley’s circular we 
submitted it to Messrs. Linklater, and in that Mr. Whiteley said many 
things which were decidedly the reverse of complimentary to this 
company. Mr. Whiteley appears to have a policy of taking very 
few shares in companies, and sending out a large number of circulars. 
He holds twenty shares in this company; twenty in the Yorkshire 
company, and ten in the Jablockhoff. He sent to the Yorkshire 


shareholders, two or three days later, the twin brother to the circular 
this company received. Subsequently the Yorkshire people replied 
to that. He issued another circular to the Yorkshire company, and 
they replied to that; and then he issued one to the shareholders of 
this company. He says there were very numerous actions lodged 
against this company. The writ he speaks of was lodged by himself 
and a gentleman named Sprange. 

Mr. Edmonds: There was no other action besides Mr. Whiteley’s ? 

The Chairman: No; not at that time. Mr. Sprange had fifty 
shares only. Mr. Whiteley, in his circular, says, ‘‘I further 
learn that there are numerous actions pending against the various 
companies by shareholders who, like myself, have heard the 
statement in the prospectus, and believe it is false. It is stated 
further that in some instances shareholders who have brought 
actions have been paid back in full.’ Now, gentlemen, in 
answer to that I may say that not one single penny has been 


paid out (hear, hear), and not a single penny shall go out of 


the company so long as I am chairman. Immediately I heard 
of the action taken by Mr. Whiteley, although we had busi- 
ness in view, I said, ‘‘ Put that on one side, we have now money 
at the bank and not one penny shall be laid out in plant until this 
matter is settled.’’ With reference to the retirement of Mr. Evans 
and Captain Inman a good deal has been said. With reference to 
Captain Inman, I may say he only attended our meetings twice, and 
as he had to come up from Liverpool, he was thereby put to some 
inconvenience. He gave no reason for resigning. Mr. Evans did 
give a reason. We were negotiating then for the re-sale of the 
Lane-Fox. We differed about amounts, and Mr. Evans could not 
go with us. He consequently resigned, sending a cheque for the 
money he had had. And nothing could be more straightforward on 
the part of this gentleman. At that moment I felt that I should like 
to resign myself, but I also felt I should not be doing my duty to m 
friends if I did, many of whom took up shares because they thought 
should do what was right. You have now every prospect of doing a 
fair business. Negotiations have been again opened to-day with the 
vendors, and we have an offer by which they return us very nearly 
one-third of our capital. Our capital is something like £75,000 or 
£76,000, and if we have to pay a dividend, surely we can pay a better 
dividend upon £50,000 than upon £75,000. I ask you to support the 
directors in these negotiations. I pledge you my word that we will 
come to no terms unless they are submitted to you, and if you agree 
with them we will go on with them, and not without. But to want 
to wind-up the company! I do not know the reason. Perhaps you 
can guess. (A voice: ‘‘ Number one.” Laughter.) I ask you to 
support the direction of the company, not only in the interests of 
ourselves, but in the interests of the shareholders who are absent. 
en these negotiations are completed you shall each receive a 
circular, and we shall then have a very fair prospect of good business 
in front of us. 

Mr. Ratcliffe (a member of the board) proposed the first resolu- 
tion :—‘‘ That it is the opinion of this meeting that the recent litiga- 
tion which has been commenced is most prejudicial to the true 
interests of the company, and every opposition should be offered to 
the hostile proceedings against the company.’’ He remarked that the 
company had been very much hindered by the steps taken by 
Mr. Whiteley, and of course it was utterly impossible for them to go 
on until this kind of thing was stopped. His impression was that 
the matter should be left to the board to arrange and manage. 
Of course he could not go so far as to say the expectations of those 
who took shares early would be so fully realised now as they 
thought they would be, still he believed this would be a fair going com- 
pany. He had made a great deal of inquiry concerning the Brush 
dynamo, and he more than ever, perhaps, believed it was a very 
valuable concession. 

Mr. Thomas Beard, C.C., remarked, in seconding the resolution, 
that he had been told so much about Mr. Whiteley that he thought 
he was a man whom they should shun. He should venture to desig- 
nate him as a ‘‘ wrecker’’ of companies. He was one of those who 
took shares in this company, being impressed with the names of the 
directors. He knew that Mr. Evans did not retire from the direc- 
torate in consequence of anything that would reflect upon himself. 
He was glad to hear the explanation of that event as given by the 
chairman. He hoped that the shareholders would support the 
directors. He personally felt confidence in the board, and believed 
his interests were safe in their hands. 

Mr. Hammond said he had pleasure in supporting the resolu- 
tion. Holding as he did a rather anomalous position as the 
largest shareholder in this company with his personal money, 
and with his close connection with the Hammond Company, being 
in some sense not in the same position as he was as a share- 
holder, he thought it incumbent on him, as representing the 
Hammond Company, to deny that his company had passed the pro- 
spectus of this company, or their position would not now be so strong 
as they considered it was to-day. He was sorry to introduce one 
note of discord into the meeting, but he really must deny that either 
he or his solicitors passed the prospectus of this company. He agreed 
with the directors in their policy. He stood up primarily to second 
the resolution. Still the meeting, he was sure, would think it was 
quite impossible for him to allow that public statement to pass un- 
challenged. They held that no liability whatever attached to the 
Hammond Company in this matter. It was true that the prospectus 
of this company was submitted through the Hammond Company to 
Messrs. Renshaw, the solicitors of the Brush Company, but the 
Hammond Company took up this position, that they sold to this com- 
pany, word for word, without any addition, that which they received 
from the Brush Company. If there was any ambiguous language in 
the agreement, then it goes on tothe company granting us the licence. 
He did not add to or detract from it. He was sure the business of 
this company should be left in the hands of those who were now 
directing its affairs, and not in the hands of an outsider who held a 
few shares. 
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In answer to a shareholder, the Chairman said, as a matter 
of explanation, he might say that the solicitor of the Hammond 
Company was solicitor to this company also. 

Mr. David Evans said he rose, in the first place, to support the 
resolutiun, but also to state his reason for resigning, which was simply 
that he was not in accord with his co-directors. When he saw the 
letter of Sir Chas. Bright in the Etecrricat Review, they had 
Mr. Ince’s views upon the subject ; and at a board meeting he moved 
that independent legal opinion be taken with respect to the whole 
situation. At their next board meeting he moved the following 
resolution, which he should like, in justice to himself and in 
justice to the shareholders, to read:—‘‘That the only satis- 
factory arrangement which can be made with the Hammond 
company, in consequence of their inability to carry out their 
contract with this company, is for them to refund to this 


Tue West Coast or AvericA TELEGRAPH COMPANY.— 
We are informed that the rate for messages, vic Galveston and the 
Central and South American and West Coast of America Telegraph 
Companies lines to Buenos Ayres, has this day been fixed at 16s. 4d. 
per word, and to all other parts in the Argentine Republic at 16s. 9d. 
per word. 


Direct SPANISH TELEGRAPH COMPANY.—This company 
gives notice of the removal of its general offices to Leadenhall Build. 
ings, Leadenhall Street, E.C. 

Tue Stock Exchange Committee have appointed settling 
days in the following securities: —Wednesday, November 29th: 
Devon and Cornwall Electric Light and Power Company (Limited), 
shares; Edison’s Indian and Colonial Electric Company (Limited), 


: shares; Giilcher Electric Light and Power Company (Limited), { 
Company all the cash and shares which have been allotted to them, shares. The committee have refused a quotation in the shares of the 
so as to enable the board to pay the shareholders of this company Giilcher Electric Light and Power Company (Limited). 
the full amount paid by them on their shares.’’ Having submitted 
that to the board, and found it did not accord with the views of his 
co-directors, he then tendered his resignation. He felt that no com- 
romise should be made. If a mistake had been made by the 
Hammond Company, he felt that a full claim should be made for the QUOTATIONS. 
return. He deferred his resignation until the next meeting of the 
board, in order that the resolution might be shown to Mr. Hammond Pore | | Closing 
in the meantime. At the next meeting a letter was read from Mr. ‘risd | Share., Name. Paid | Set | Business 
Hammond, suggesting a compromise, and saying that there should '" | Nov. 22 
be a substantial return of shares and cash. But inasmuch as he was 
acting as the trustee of the shareholders, and representing their 
interests, he did not agree with his colleagues. They had all acted ELECPRIC LIGHT. | 
up to that time in a friendly and business-like manner; and he | 102.84 7 
could speak highly of them. But the matter was one of importance, 40,000 rey 
and he could not agree with them conscientiously. He stuck out for | | Los rie 
a full return, and he thought the view of the board at that time was 
: . . al: er & Jo. - 
in favour of a compromise. He therefore tendered his resignation, 2600 | 10 British Insulite Co., Limited, “A” Shares ......, 5 | 4- 5) ‘ 
which was accepted. He did not think his policy was wild, or un- 30,000 | 5 |Brush Electric Light & Power Co. (Scotland) ....| 23 à 1 | 
business-like, or inappropriate, inasmuch as after a week or nine days 2.000 | 5 |Great Western Electric Light & Power Co. .... .! 2: & 1} 
following his resignation he found his co-directors were pursuing 24980 | 5 |Hammond Electric Light & Power Supply Co. ..... 23) 44- 5! 
the very same mode of attack upon the Hammond Company for the 49000 | 5 |fndian & Oriental Electrical Storage WorksCo. ... 2) 1- 1. 
return of the money in which he the previous week had attacked rh 000 5 Pilsou Joel & General Rlectrie Light Co. ne Ve: 2 if 1 
them; and the policy he had advocated three weeks ago was the A .… |South African Brush Electric Light & Power Uo..| 2}, %- 1 
policy pursued that day. 100,000 | 5 |Swan United Electric Light Co., Limited ........ 2| 2 2 
Mr. Ince said he was sorry to differ from the chairman, who in his 
statement had said that "Shang Ingledew and Ince had settled and | 
approved the prospectus of this company. He (Mr. Ince) wished to TELEGRAPHS. | 
say that his firm never had settled that prospectus in any shape or 2,116,4007. Stk. |Anglo-American, Limited ......se.cseseeeseseeese| 100 | 463- 478) 471.1 
form. The prospectus was prepared by the promoters of this com- 2,441,800'.) Stk. | Do. posreane he receiving no div. until 109 | 77 - 78 | 77} 
pany, and his firm had nothing whatever to do with it. Looking at 2441.8007| sck.| Do. Deferred 6 p.c. has been paid to Pref. (| 100 | 17 - 18 | 173 
the general position of affairs, he said that on the 10th May the 130,000 10 | Brazilian Submarine, Limited ..........-......0+-| 10 | 11$- 12 | 119.9.43 xd. 
Hammond Company sold to this company a licence to sell and use the 16.000 | 10 aa 10 | 94- 10 
Brush dynamo and the Lane-Fox lamp, in the same form of words as 1609 | 19 10 | 182 17 
the Hammond Company received them from the Brush. The right 13,000 10 |Direct Spanish, Limited at 
the hay à was exclusive, so far as the 65900 | 20 |Direct United States Cable, Limited, 20 | 113) 11) 
uglo-American Brush Corporation and the Hammond Company were  199,000.| 100 Do. 6 per cent. Debenture, repayable 1834} 100 100 -103 
concerned. The British Electric Light Company had a similar right : 103 «1 
| rage. 380,000 | 10 |Eastern, Limited... | 10 {10-1034} 1073.5 
to use the Lane-Fox, but not in the district of this company. It mont uel the Gomes Di 10 | 122- 133! 13} 
was a licence which they had never attempted to use, and 939991! 100! Do. 6 do. Debentures, repayable Oct. 1833| 100 [100 -103 
was a licence of no value to them, inasmuch as they were mot  2020)07| 100! Do. 5 do. do. Aug. 1887} 100 101 -104 
attempting to do any lighting in the district of this company. 322.9204) 100 Aug. 1899) 100 1105 -106 . 


0. do. do. 
, 19 | Eastern Extension, Australasia & China, Limi | 11§- 115 
There had, therefore, been no loss to this company in consequence 199,750 9 ' = ern Extension, Australasia na, Limited 10 s- 115 


. rae 320,000 | 100 0. 6p.c. Debentures, repayable Feb. 1891....| 10) 108 -111 

of the concurrent licence held by the British Electric Light Company. 500000 | 100) Do. 5p. c. (Australian Gov. Subsidy) Dob. 1909.) 100 AUS ios | we 
Mr. Ince said what the shareholders would have to decide was 109000. 100 | Do. 5 per cent. Debenture, 1890...) ss sceeee. 100 101 -104 
whether the statement in the prospectus was a material misstate- 


Eastern and South African Limited 5 per cent. 7 
254,3001.) 100 (ee Deb. Registered 1 Jan. 1900 100 102 105 


ment; and in the second place, gentlemen would have to swear To Bearer ..| 100 102 -105 


Do. (LA 0. 
in court that upon the representation of the exclusive use of the 10 |German Union Telegraph and Trust, Limited ....| 10 


10 - 10) 
Lane-Fox they were induced to take shares. But, he would ask, 163.390 | 10 (Globe Telegraph and Trust, Limited..............) 10 | 65- 68) 65 
how many of them were induced to take shares on that representa- 163,209) 10! Do.  6percent. Preference..............) 10 | 12i- 195 12 
3 ,0007. 0. per cent. Debentures ............ 
A Shareholder: Ah, that is your way of looking at it. We don’t an | R India-Rubber, Gutta-Perchs and Telegraph Works 10 12 12 | 283 
, | do. per cent. Debentures, | 
Sant go inte these questions to-day. We shall do ourselves much “17699 | ‘25 |tndo-Europsan, Limited... 25 | 30}- 31} 
arm we 0. 33,148 10 | London Platino-Brazilian, Limited ......... 20 | 4- 4.) 44 
The Solicitor to the company deprecated any cross-questioning, as 9,000 | 8 |Reuter’s, Limited 134. 13 
that would tend to injure the company. Stk. Submarine ovens 
Another Shareholder also questioned the wisdom of Mr. Ince’s 4.200 | Cert. Submarine Cabies Trust ......... 10) 101 -105 
making any statement. 37,350 | 12 Telegraph Construction and Maintenance ........ | 814- 324! 324 
The Solicitor said: Having regard to the position of the company, 192000 | 100 Ronde, 
and that there was a fair prospect of settlement of this dispute, he 30,000 | 10 | West Coast of America, Limited ............- sl 10| 5- 5! 
would ask Mr. Ince to make no further statement. It was not likely 150,000 | 100 Do. 8 per cent. Debentures) .. s 
they would agree if they argued, and he could see no good in it. 69,910 | 20 | Western and Brazilian, Limited ...........seeses- 20 |! 7h- 7} 73.5 . 
The result of cross-questioning would be to knock on the head certain 200,000.) 100 Do. 6 per cent. Debentures “A” 1910) 100 104 -107 
nevotiations which were going on. 2,500 | 100 | Do. 6 p.c. Mort. Deb. series B of "80, red. Feb, 1910! 100 | 97 -100 
Th Chai 5 1,500 $1,000, Western Union of U.S. 7 p.c.1 Mort.(Building) Bds. | $1,000 121 -124 
e airman then put the resolution, which was carried 1,030,0007.| 100 | 0. 6 per cent. Sterling Bonds ....| 100 100 -103 
unanimously. and Panama, Limited ............. 10} 1t- 
A Shareholder: Is Mr. Whiteley here (laughter) ? 4,669 | 10 Do: 10 
Hon. Roger Molyneux then moved ‘That the chairman having 
reported to the meeting that negotiations were pending with the TELEPHONES 
various parties interested, with a view to an amicable arrangement of 454465 | 1 Con. Telephone & Maintenance, Ld.Nos.1to154,165| 1| 1- 1) 
the difficulties with reference to the Lane-Fox licence, be it further Ori 7 
L 9 200,000 1 Oriental Telephone Co., Nos. 190 000 to 300,000 .. $ 
resolved that in the opinion of this meeting it is highly desirable that oe 11,10} 3.40: 
an amicable arrangement of the nature suggested should be come to, 100,000 | 5 (United Telephone Co... 5 102114! 5 1a 10h 
with a view to the carrying on of the business of the company, and | 


that the terms of any arrangement should be submitted to the share- 
holders for their approval before the same is finally concluded.’’ He 
might add that he was acquainted with those terms, and thought they 
could have nothing to complain of about them. 

Dr. Mackenzie seconded the resolution, and remarked that Mr. 
Whiteley was legitimately engaged in his business of an auctioneer, 
selling off a company in the West End (laughter) ? 

There being no other business before the meeting, the proceedings 


then closed with a voteof thanks to the chairman, proposed by Mr. 
Cartwright. 


TRAFFIC RECEIPTS. 


West India and Panama Telegraph Company (Limited). The estimated traffic 
receipts for the half-month ended the 3lst October are £1,617, as compared 
with £2,098 in the corresponding period of 1881. The estimated receipts for 
15th November are £1,540, as compared with £2,129 in the corresponding period 
in 1881. The July receipts, estimated at £4,921, realised £4.929. 

The Western and Brazilian Telegraph Company (Limited). The traffic receipts for 
the week ending 10th November, 1882, were £2,327, and for the week ending 
17th November, 1882, were £2,548, both after deducting the ‘‘ fifth” of the 
fo Los payable to the London Platino-Brazilian Telegraph Company 
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‘WOODHOUSE & RAWSON. 


ENGINEERS 


AND 


ELECTRIC LIGHT CONTRACTORS, 


LONDON OFFICE: 
11, QUEEN VICTORIA STREET, H.C. 


MANUF ACTURERS OF 


DYNAMOS, ARC LAMPS, INCANDESCENT LAMPS, BATTERIES, COVERED WIRES, CARBONS, 
FITTINGS, &e, . 


Suppliers of Electrical Appliances, Insulators, Jars, Porous Pots, Switches, Cubles, Wire, Poles, Globes, Ebonite, Oil, and all requisites 


WOODHOUSE AND RAWSON'S PATENT SPLIT INSULATOR. 
DYNAMOS AND SHAFTING ERECTED, LAMPS HUNG, AND CIRCUITS RUN FOR ELECTRICAL COMPANIES. 


Nov. 25, 1882. ] 


REID BROTHERS, 
is; ROAD, CITY. ROAD, LONDON, WN, 
TELEGRAPH ENGINEERS AND CONTRACTORS 


For the Supplying, Erecting, and Laying Down Under-Ground and other Wires, both for the 
TELEGRAPH AND ELECTRIC LIGHTING. 
PNEUMATIC TUBES FITTED WITH ENGINES AND PUMPS COMPLETE. 
PATENT TELEPHONIC WIRES 


TO PREVENT INDUCTION BOTH FOR UNDER-GROUND AND OVER-HEAD LINES. 


MANUFACTURERS OF SUBMARINE CABLES, WIRE, IRON POLES, INSTRUMENTS, BATTERIES, INSULATORS & STORES OF EVERY DESCRIPTION, 
Contracts entered into for the Supply, Construction, and Maintenance of Telegraph Lines. 


CALLENDER’S 
BITUMEN, TELEGRAPH AND WATERPROOF CO. 


LIMITED. 
101, LEADENHALL STREET, LONDON. Works—ERITH, KENT. 


Manufacturers of Insulated Wire for the Transmission of Electricity 
for all purposes, 


TELEGRAPHS, TELEPHONES, ELECTRIC LIGHTING, TRANSMISSION OF POWER, &c. 


_ Ata price greatly below that of Gutta-percha or India-rubber. 


OF 


Wire 

TO GOVERNMENT | | 

SPECIFICATIONS| | 
Best Rerinep | E 
FENCING Wire. ff | 
SUBMARINE 


CABLE WIRE. 


STRAND & STAY WIRE =< 
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BINDING WIRE Keron! To H. M Posth 
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J. ORME Co. 


MANUFACTURERS OF EVERY DESCRIPTION OF 


APPARATUS FOR USE IN TEACHING OR EXPERIMENTING IN THE SCIENCES OF CHEMISTRY, ELECTRICITY, 
MAGNETISM, ACOUSTICS, LIGHT, HEAT, HYDROSTATICS, MECHANICS, &c. 


IMPORTERS OF 


FINEST BOHEMIAN GLASS, FERLIN PORCELAIN, PURE CHEMICALS FOR ANALYSIS, &c, 
ELECTRIC BELLIS AND BATTERIES. 


4!. to 30/- 3/6 to 6/- 


£1 10 0 


Apparatus for Science Classes supplied through the Science and Art Department at 50 per cent. 
reduction of prices. 


ILLUSTRATED PRICE LIST OF ELECTRICAL APPARATUS, POST FREE, THREE STAMPS. 
Price List of Chemicul Apparatus with 650 Illustrations, post free, 8 stamps. 
TRADE TERMS AND SPECIAL QUOTATIONS FOR EXPORT SENT ON APPLICATION. 


J. ORME c& Co. (Late M. JACKSON & Co.) 


PRIZE MEDAL, PARIS, 1881. 
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BLAKEY, EMMOTT, & Co. 
NORTHERN TELEGRAPH WORKS, TCDERICAR CAL 
HALIFAX. 


PARIS. 


Manufacturers of Magneto 


Call Bells, as used by the 
Principal Telephone Com- WVARRENTED THE BEST for 


panies, also Switch Boards, 
and Switches. 


_2 ELECTRIC LIGHT 


PRICES ON APPLICATION, 


MANUFACTURERS OF 


S ACID PROOF ACCUMULATOR CELLS 
AND OTHER APPLIANCES. 


PATENTEES OF 


THE GLAZED VITREOUS ELECTRICAL TUBES FOR 


GLAZED | 
VITREOUS 


UNDERGROUND USE. 
18, NEW BRIDGE STREET, BLACKFRIARS, LONDON, E.C. 
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 JOSHPE BOURNE & SON, 


MANUFACTURERS OF THE WELL-KNOWN 


STONEWARE TELEGRAPHIC INSULATORS AND BATTERY JARS. 


For Thirty years these manufactures have been celebrated for a high degree of vitrefaction combined with great toughness and strength. 
Brown Stoneware. White Stoneware. Brown Porcelain. Porous Cells. 
Economy, Strength, and Durability combined. Prize Medal, Paris Electrical Exhibition. 


Works: DENBY POTTERY, NEAR DERBY. 
London Office: 6, ST. PANCRAS STATION, EUSTON ROAD, N.W. 


NEWALL’S PATENT LIGHTNING CONDUCTORS. 


As applied to all kinds of Buildings and Shipping in all parts of the world with unvarying success, are the most reliable, 
most effective, and cheapest conductors offered to the public. 


SOLE PATENTEES OF UNTWISTED WIRE ROPE. 
Manufacturers of Iron and Steel Ropes for Colliery and Railway Purposes, Rigging Ropes, Guide Ropes, 
Flexible Steel Towing Hawsers, &c. 


COPPER ROPE CABLES OF HIGH CONDUCTIVITY FOR ELECTRIC LIGHT AND POWER. 


GALVANISED SIGNAL AND Frencina Srranp. Guitt AND SILVER Corp ror HANGING PICTURES. IRON, STEEL, 
AND Copper Corp For CLOCK AND Sasa LINES, &c. 


R. S. NEWALL & CO. LONDON, 130, STRAND, W.C. 
LIVERPOOL, 36, Waterloo Road ; GLASGOW, 68, Anderston Quay ; MANUFACTORY, Gateshead-on-Tyne. 


THE “SWAN” INCANDESCENT LIGHT. 


J. EDMUNDSON & CO., having been appointed as Agents in London for the Exhibition and Sale of 
the SWAN INCANDESCENT ELECTRIC LIGHT, are prepared to furnish Estimates for Supplying and Fitting up 
these Lamps complete, with all necessary apparatus. 


J. EBDRUNPSON CO., 
ENGINEERS AND ELECTRICIANS, 
19, GREAT GEORGE STREET, WESTMINSTER, S.W. 


THE 


LONDON ELECTRIC WIRE COMPANY, 


WENLOCK BUILDINGS, IRONMONGER ROW, OLD STREET, LONDON, E.C., 


Manufacturers of Covered Wires of all descriptions for Electrical Instruments, Dynamo Machines, 
Fell & House work, &c. | 


Fancy Paraffined Wires specially prepared for Telephone and other indoor connections. 


JaBLOCHKOFF ELECTRIC LIGHT AND POWER COMPANY, 


LIMITED. 


CONTRACTORS TO THE METROPOLITAN BOARD OF WORKS. 


This Company is prepared to receive APPLICATIONS for TENDERS to SUPPLY APPARATUS for any number of LIGHTS, 
or to Undertake the Lighting of Streets, Harbours, Docks, Railway Stations, and Private Establishments; also to Grant. Licences and 
Concessions. FRANCIS R. REEVES, Secretary. 

ino. 1, Great Winchester Street Buildings, London, E.C. 7 


TO ELECTRIC MANUFACTURERS AND 


GEORGE BEECH, INVENTORS. 
Telegraph Instrument Case Manufacturer | THE DUPLEX ELECTRIC LIGHT, POWER, AND 
by Steam Power, STORAGE COMPANY LIMITED, 


Are prepared to act as AGENTS for the SALE of 


ELECTRICAL APPARATUS, FITTINGS, & MATERIALS, 


And will undertake the Technical and Commercial develop- 
ment of approved Inventions. 
Railway and Telegraph Engineers supplied with every ns 
description of Telegraph Instrument Cases, Single Needle, The Company possesses large Exhibition Premises at 9, SOHO 
Block. Bell ; ‘ f SQUARE, and has secured the services of influential local agents in 
ock, Bell, Switch, &c. The material and workmanship of | a) parts of the United Kingdom. 
first quality and guaranteed. (Established 1872.) Address, the Secretary, 


MR. G. F. BARTON, 
Drawings for New Designs got out for approval. 9, SOHO SQUARE LONDON, W. 


109, DALSTON LANE, 
KINGSLAND. 
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DAVIS & TIMMINS, 


dletal Serem  anufacturers, 
muy BOWLING GREEN LANE, FARRINGDON ROAD, LONDON, EG. 


c 
© | 


No. 7a. 


= 


No. 1b, No. 3b. 


No. 4b. No. 5b. 
Binders, Terminals, Clamps, &c., kept in Stock. Estimates for Screws and Turned Parts on application. 


THE PATENT ALBO-CARBON LIGHT. 


A REVOLUTION IN GAS! 


Or all Inventions for the improvement of Gas Lighting, none has been so 
thoroughly successful as the Albo-Carbon Process. For simplicity, safety, 
economy, and brilliance it is incomparable. 


IT IS THE VERY PERFECTION OF GAS LIGHTING! 
Rendering, by its application, a dull, wavering light intensely bright and steady ; 
and at the same time 


\\M _ EFFECTING A SAVING IN THE CONSUMPTION OF GAS 
= OF FROM 30 TO 50 PER CENT. ! 

M =. | These facts have been proved in thousands of cases, in 
Private Residences, Offices, Billiard Rooms, Hospitals, 
Concert Halls, Aquariums, and other Institutions — 
SAVING, AT THE ROYAL AQUARIUM, WEST- 
MINSTER, BEAUTIFULLY LIGHTED by the 
ALBO-CARBON SYSTEM, UPWARDS OF £1,000 
PER ANNUM. The Apparatus can be fitted in a 

_ few minutes to any ordinary gas bracket or pendant, 
either in single lights, double lights, or in clusters of 
from four to twelve burners. 


FOR PRICES, TESTIMONIALS, AND ALL OTHER INFORMATION, 


i ; APPLY TO 
| ALBO-CARBON LIGHT CO, 
1328, HORSEFERRY ROAD, 
From 19s. each. WESTMINSTER, 8.W. 


HARRISON, COX-WALKER & CO., 


DAERLINCGTON, 
ELECTRICIANS, TELEPHONE AND PNEUMATIC ENGINEERS, MINING BELL MANUFACTURERS, 
Agents for 


HUNNINGS’ PATENT MICRO-TELEPHONE TRANSMITTERS, 


VYLE’S PATENT EASILY-TESTED LIGHTNING CONDUCTORS, 
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SPECIAL WIRES FOR DYNAMO MACHINES. 


mi 


“PATERSON COOPER 


(LATE EDWARD PATERSON), 


ELECTRIC LIGHT & POWER & TELEPHONE ENGINEERS, 


St. Paul's ‘Works—76, BRITAIN, LONDON, E.O. 


European “Telegraph Works NALL ROAD, DALSTON. 
Prise Medals, International Electrical Exhibitions, Paris, 199), and London, 1988 
MANUFACTURERS OF 


DYNAMO. MACHINES, ARC LAMPS, SWITCHES, 


AND ALL FITTINGS FOR ELECTRIC LIGHT INSTALLATIONS. . 
:, SOLE MAKERS OF AYST ON AND: a ln ELECTRIC CURRENT METERS. 


AYRTOX & PERRY'S 


Magneto Call Bells, 


Electric Signals. 


SPECIAL ELECTRICAL TEST INSTRUMENTS FOR ELECTRIC LIGHT COMPANIES. 


ELECTS LICHT LEADS, GUTTA-PERCHA, INDIA-RUBBER, COMPOUND BRAIDED 
SILK COVERED WIRES. 


“ELECTRICAL WIRE MANUFACTURERS, 
MACINTOSH LANE, HOMERTON, 
AT THE LEA TELEGRAPH WORKS, wie. 


GERMAN WIRES FOR HIGH RESISTANCES. FLEXIBLE CORDS, TELEPHONE 
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No.7b. 
N Oo. lb. No. 3b. 


No. 4b. No. 5b. 


Binders, Terminals, Clamps, &., kept in Stock. Estimates for Screws and Turned Parts on application. 


THE PATENT ALBO-CARBON LIGHT. 


A REVOLUTION IN GAS! 


Or all Inventions for the improvement of Gas Lighting, none has been so 
thoroughly successful as the Albo-Carbon Process. For simplicity, safety, 
economy, and brilliance it is incomparable. 


IT IS THE VERY PERFECTION OF GAS LIGHTING! 
Rendering, by its application, a dull, wavering light intensely bright and steady ; 
and at the same time 


_ EFFECTING A SAVING IN THE CONSUMPTION OF GAS 
Re | OF FROM 30 TO 50 PER CENT.! 


T2 These facts have been proved in thousands of cases, in 

Private Residences, Offices, Billiard Rooms, Hospitals, 
Concert Halls, Aquariums, and other Institutions — 
SAVING, AT THE ROYAL AQUARIUM, WEST- 
MINSTER, BEAUTIFULLY LIGHTED by the 
ALBO-CARBON SYSTEM, UPWARDS OF £1,000 
PER ANNUM. The Apparatus can be fitted in a 
few minutes to any ordinary gas bracket or pendant, 
either in single lights, double lights, or in clusters of 
from four to twelve burners. 
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FOR PRICES, TESTIMONIALS, AND ALL OTHER INFORMATION, 


AULBO-CARBON LIGHT CO, 
LIMITED, 
132B, HORSEFERRY ROAD, 
WESTMINSTER, S.W. 


HARRISON, COX-WALKER & CO., 


DARLLNGTON, 
ELECTRICIANS, TELEPHONE AND PNEUMATIC ENGINEERS, MINING BELL MANUFACTURERS, 
Agents for 


HUNNINGS’ PATENT MICRO-TELEPHONE TRANSMITTERS, 


VYLE’S PATENT EASILY-TESTED LIGHTNING CONDUCTORS, / 
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“PATERSON & COOPER 
: (LATE EDWARD PATERSON), 


European "Telegraph Works —POWNALL ROAD, DALSTON. 
Prise Medals, International Electrical Exhibitions, Paris, 188, and London, 1602. 
MANUFACTURERS OF 


DYNAMO. MACHINES, ARC LAMPS, SWITCHES, 


AND ALL FITTINGS FOR ELECTRIC LIGHT INSTALLATIONS. | 
SOLE MAKERS OF AYST ON AND, CURRENT. METERS. 


| 
Ohmmeter. 
| Ihsulators. 
Voltmeter. 
Call Bells. 
| | | MUDFORD’s IMPROVED THO MSON’S GALVANOMETER. 


{ SPECIAL ELECTRICAL TEST INSTRUMENTS FOR ELECTRIC LIGHT COMPANIES. 


| LIGHT LEABS, GUTTA-PERCHA, INDIA-RUBBER, COMPOUND BRAIDED 
“COTTON, SILK COVERED WIRES. | 
PHILLIPS BROS, 


MACINTOSH LANE, HOMERTON, - 
LONDON, 
AT THE \ TELEGRAPH HACKNEY wick, 


“SPECIAL WIRES FOR DYNANO MACHINES. 


SPECIAL WIRES FOR INCANDESCENT LAMPS. 
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"GERMAN SILVER WIRES FOR HIGH RESISTANCES, FLEXIBLE CORDS, TELEPHONE | 
WIRES, MULTIPLE, AERIAL, AND GUBTERAANEAN GABLE WIRES TO. | 
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Works: Persan- -Beaumont, Franos. | 


TELEGRAPH ENGINEERS . & 


Wine and Gutta-Perchs covered in 


More” Ink Whéatstone’s Block 
T W, and other Galvanomièters, Semaphore In Paty 


Resistance Coils, strumen 
BATTERIES,.—SOLE MANUFACTURERS FOR GREAT BRITAIN, IRELAND, 


AND THE OF TEN 
LECLANCHE which received the most ost favourable reports 


Feat and 

other kinds 
or THs oer IurnoveD Appanarus yor RAILWAY 
SEMAPHORE BEPEATERS, “LIGHT” INDICATORS. AND WALKER’S PASSENGER AND GUARD” TOR. 
TELEGRAPH STORES AND APPARATUS OF EVERY DESORIPTION. 


AQPPEDO APPARATUS, 


THE INDIA-RUBBER, GUTTA-PERCHA, AND TELEGRAPH WORKS COMP Liméod Patentess ond 
Manufacturers of a Complete System of Torpedoes for Harbour and 


‘SILVERTOWN PATENT FIRING BATTERY. 
Purposes. 


A Constant Battery for Mining and Blasting é 
CONTRACTS ENTERED INTO for the SUPPLY, CONSTRUCTION, and LINES, 


MANUPACTURERS oF 


Carriage Mats. 
= INDIA RUBBER AND CANVAS SUCTION. AND. DELIVERY HOSE. 
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Works: ESSEX, LONDON, E.; 


Warehouse—100, CANNON STREET, EC. 


IRUBGER MACHINE DRIVING BANDS. 


WATERPROOF GARMENTS AND FABRICS; 
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London Office—106, CANNON STREET, E.C. 


RANCHES : | 


“WULCANISED INDIA RUBBER: : 


Rubber and. Canvas Steam _Packing— Round, Square, and ‘Shel | 
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